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PREFACE 



The present volume presents topics from environmental aerodynam- 
ics, which in the last decade has significantly progressed, particularly 
at the computational front. The volume is divided into two parts; 
the first is devoted to environmental wind engineering, whereas the 
second addresses the design of wind energy support structures. 

In the first part of the present volume, the fundamentals of both 
experimental and computational approaches along with examples from 
actual studies involving pedestrian level winds, comfort levels, rele- 
vant legislation and remedial measures. Pollutant dispersion in the 
building environment is also presented and discussed along with the 
methodologies available to deal with potentially critical design prob- 
lems, which — if left unattended — could jeopardize the successful oper- 
ation of new construction developments. 

Considering that wind energy production involves special wind tur- 
bine support structures, the second part of this volume concerns their 
design, which needs some special reliability assessment. Experimen- 
tal and computational approaches are analyzed in order to make the 
reader familiar with the uncertainties involved and the currently avail- 
able design methodologies and codes framework. 

The volume contains seven chapters written by wind engineering 
experts. Chapters 1 and 2, authored by Theodore Stathopoulos, in- 
clude a broad introduction to environmental aerodynamics, their fun- 
damentals and applications respectively. Chapter 3, by Bert Blocken, 
introduces the theory and applications of computational wind engi- 
neering, an area of vital contemporary interest in the evolution of 
wind engineering. 

Chapter 4, co-authored by Alberto Zasso, Paolo Schito, Carlo Bo- 
tasso and Alessandro Croce, refers to the fundamental interaction 
mechanism between the wind flow and the wind turbine that is the ba- 
sis for the design of wind turbines applying numerical and wind tunnel 
modeling approaches. Chapter 5, by Peter Schaumann, Cord Boker, 
Anne Bechtel and Stephan Lochte-Holtgreven, introduces the differ- 
ent types of support structures for onshore and offshore wind energy 
converters including the relevant design criteria for different limit 
design states. Chapter 6, by Charalampos Baniotopoulos, Iakovos 
Lavassas, George Nikolaidis and Pantelis Zervas, deals with specific 



topics on the design of tubular steel wind turbine towers considering 
that the design is governed by extreme wind and earthquake loading 
when the Aeolian park is constructed in seismic hazardous regions. 
Finally, Chapter 7, co-authored by Claudio Borri, Paolo Biagini and 
Enzo Marino, addresses structural design questions for large wind 
turbines in seismic areas with reference to main dimensioning crite- 
ria, international Norm specifications and erection technologies. This 
chapter includes a thorough discussion on various structural analysis 
approaches and the design, construction and in-situ testing. 

The editors would like to thank all contributors to this volume for 
the excellence of their work and to also extend their sincere appreci- 
ation to the CISM General Secretary, Professor Bernhard Schrefler, 
the CISM Rector, Professor Giulio Maier, the Editor of the Series 
Professor Paolo Serafini, as well as to the entire CISM staff in Udine 
for their excellent cooperation. 

The produced volume will be of interest to engineers, researchers 
and academicians who work on relevant scientific research or design 
topics in research centers or institutes, universities, industry and gov- 
ernment agencies. The volume is written to address the interests of 
practicing engineers and professionals as well. 

C.C Baniotopoulos, C. Borri, and T. Stathopoulos 
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PART I 
ENVIRONMENTAL WIND ENGINEERING TOPICS 



Introduction to Environmental Aerodynamics 



Theodore Stathopoulos 

Department of Building, Civil and Environmental Engineering, Concordia University, 

Montreal, Canada 

Abstract 

A brief introduction to environmental aerodynamics, as part of wind engineering is 
provided. Of particular interest are the areas of pedestrian level winds and exhaust 
dispersion around buildings, which are introduced and discussed in the context of 
urban environment aerodynamics. 

1. Introduction 

The area of environmental aerodynamics examines those aspects of wind 
engineering that are closely related to the effects of wind to the built environment 
in conjunction to basic environmental issues. Environmental aerodynamics is 
complementary to the so-called structural wind engineering, which deals with wind 
loading on structures. Environmental aerodynamics requires fundamental 
knowledge of wind engineering principles (Stathopoulos and Baniotopoulos 2007) 
in order to study phenomena such as pedestrian level winds and their effect to 
humans; dispersion of pollutants; natural and hybrid ventilation; snow dispersion 
and accumulation; wind flows over various topographies, as well as in the urban or 
building environment; and the like. Particular emphasis is placed here on 
pedestrian level winds and dispersion of pollutants in the urban and building 
environment. 

2. Pedestrian Level Winds 

2.1 Background 

The quality of open urban spaces has received a lot of attention in recent years. 
There is a broad recognition that microclimatic conditions contribute to the quality 
of life in cities, both from the economic as well as from the social viewpoint. 
Consequently, universities and other research organizations, municipal and other 
government agencies, as well as construction and architectural companies have 
expressed significant interest and allocated resources to examine microclimatic 
conditions, particularly the effect of wind, on the outdoor human comfort. This 
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task is quite complex because, contrary to the more or less controllable indoor 
comfort conditions, outside human comfort in an urban climate is generally 
affected by a wide range of variables such as wind speed and direction, air 
temperature, solar radiation, possible precipitation in various forms etc. 

In Europe, a 3-year (2001-2004) EU-funded project entitled Rediscovering the 
Urban Realm in Urban Spaces (RUROS) with extensive surveys carried out at 
different open spaces has completed approximately 10,000 interviews 
(http://alpha.cres.gr/ruros). The project aims to produce an urban design tool that 
provides architects, engineers, urban planners and other decision makers with 
means to assess effectively the construction of new buildings and the development 
of cities from the economic, psycho-physiological and sociological perspective of 
human comfort, air temperature, relative humidity, solar radiation, air quality, 
human activity. 

Work has also been carried out within the auspices of the European Action C 14 
dealing with Impact of Wind and Storm on City Life and Built Environment, with 
a working group interested in the effects of wind on pedestrians, their assessment 
and comparisons, as well as the parameters they influence human comfort and its 
evaluation. Results have appeared in the 2002 Workshop in Nantes, e.g. Westbury 
et al. (2002) and in the International Conference in Urban Wind Engineering and 
Building Aerodynamics organized by Von Karman Institute for Fluid Dynamics in 
May 2004. In addition, the American Society of Civil Engineers has put out a 
pertinent state-of-the-art document (ASCE 2003), which was developed with input 
from the European Action CI 4. 

The present lecture notes will describe the aerodynamics of the urban 
environment and the reasons causing high wind speeds at sidewalks and, 
consequently, potential discomfort to pedestrians; they will address the 
experimental and computational evaluations of the wind on people in the urban 
environment and will focus on the state-of-the-art of the development of human 
outdoor comfort criteria by considering a wide range of parameters, including wind 
speed, air temperature, relative humidity, solar radiation, air quality, human 
activity, clothing level, age and the like. 

2.2 Aerodynamics of the urban environment 

Strong winds are usually accelerated at the pedestrian level within the urban 
environment, say around tall buildings, due to particular aerodynamic 
configurations generally associated with tall buildings. In the case of a simple 
rectangular tall building, it is the boundary layer flow that causes descending flows 
towards the street level due to the pressure differences created by the velocity 
differences between higher and lower levels. This down-flow is significant due to 
the pressure proportionality to the square of the velocity (Bernoulli equation) and 
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its strength increases with the building height. Figure 1 demonstrates this effect, 
which is termed in the literature as downwash. Clearly, downwash is diminished 
drastically in the absence of boundary layer flow and this explains the lack of 
adequate representation of wind effects in the building environment for 
simulationscarried out in the past using aeronautical wind tunnels for building 
aerodynamics applications. 

In general, buildings will only induce high wind speeds at lower levels if a 
significant part of them is exposed to direct wind flows. It is actually the direct 
exposure to wind rather than building height alone, which causes the problem. This 
is shown diagrammatically in Figure 2. 





Constant velocity 
profile 



Boundary-layer 
velocity profile 



Figure 1. Uniform and boundary layer wind flow around a tall rectangular building. 



Another type of pedestrian-level winds is formed when high-speed winds pass 
through openings between high-pressure air on the windward wall and low- 
pressure regions on the leeward side of a building. Once more, the fair character of 
nature, which does not like pressure differences, prevails and strong flow is 
induced to correct the problem. Pedestrians in arcades of commercial buildings 
can testify regarding this situation, which is unpleasant to the store-owners in these 
areas as well. Figure 3 shows this type of configuration along with other flow- 
induced mechanisms creating disturbances to the urban environment in the vicinity 
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of buildings. These include but there are not limited to the effects of the large 
standing vortex in front of a building, the vortex flows generated after the flow 
separates and accelerates along the building front edges and the wake-induced 
disturbances via the interaction of the flow coming from the building side faces 
and the re-circulation flow regime created by the shear layer flow above the 
building. Clearly, wind direction is a significant factor here, in addition to the 
magnitude of the oncoming wind speed. 
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Figure 2. Wind flow around buildings significantly taller than their surroundings, after 

Cochran (2004). 




Upstream face pressure 
positive and dependent 
on local velocity 



Velocity U 



High velocities at base of 
standing vortex 




Stagnation point 



Wake region 

Flow separates from 
edges of upstream face 



Wake pressure negative 
relatively constant and 
dependent on velocity at 
top of building 



High velocities in arcade and 
around corner due to flow into 
low pressure wake regbn 



Figure 3. Interaction of building with oncoming wind flow. 
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Additional common building configurations and potential influences on 
pedestrian-level winds are shown in Figure 4 taken from Cochran (2004). These 
configurations include the effects of canopies, which may act as deterrents to the 
strong down-flow prior to impacting on sidewalks or other pedestrian free access 
areas around the building. However, such measures may create other problems by 
deflecting the wind from, say, a building entrance to another area around the 
building corners or across the street. Setbacks on the building surfaces or 
penthouses are elements generally remediating the pedestrian-level winds and are 
used rather extensively. Furthermore, a podium not intended for long-term 
pedestrian activities or vegetation in terms of bushes and coniferous-evergreen 
trees can also be used as a positive measure to amend harsh wind conditions at 
pedestrian level. Porous screens are also successful in deflecting winds without 
relocating the adverse conditions on other places. Entrance alcoves, as well as 
balconies, diminish sidewalk winds in the cities. However, high winds may be 
transferring on balconies themselves, particularly those near the edges of the 
building facades. 

Previous discussion is really about isolated and mainly rectangular buildings. 
Curved buildings such as cylindrical shapes generally promote lateral flow, so they 
behave better as far as effects of pedestrian- level winds are concerned. Channeling 
effects appearing in the case of two or more buildings are generally critical, 
particularly if the wind direction is along the street or corridor formed between the 
buildings. This is a result of the quasi- Venturi effect, which can be critical in some 
cases. 

If the wind conditions with one or two simple-shaped buildings in place can 
become so complex, one can easily imagine what would really happen with 
buildings of complex shapes interacting with the wind flow passing amongst them, 
particularly when the effect of ground topography and all adjacent buildings are 
taken into account. The problem becomes really difficult and for a number of years 
could only be solved experimentally via appropriate simulation in a boundary layer 
wind tunnel. Only recently, more specifically during the last few years with the 
significant progress in computational technology, attempts were made to address 
the problem of pedestrian-level winds in the urban environment computationally. 
More detailed discussion on the state-of-the-art of this approach will be presented 
in a subsequent section. 

Regardless of the approach used to determine the impact of wind flows at the 
pedestrian level, the previous comments have demonstrated that the direction of the 
oncoming wind together with its magnitude, i.e. speed, will be of paramount 
importance. If the wind climate in a city is distinctly directional, i.e. strong winds 
come always from a particular narrow fetch, it is clear that this set of directions 
should be really scrutinized because, in all likelihood, critical results will occur 
when the wind comes from these particular directions. 
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A building taller than its 
surroundings can concentrate 
pedestrian level winds at ground 
level. 





A tall building concentrates wind 
at its base, particularly at the 
corners where the downwash is 
accelerated into horizontal 
motion. 



Undercut corners can aggravate the 
wind conditions at a building corner. 
Typically this is not a good locatbn 
for an entrance. 





Downwash can be deflected by a 
large canopy at the base of a 

_building, producing a pleasant 

entrance area. 



A podium/tower combination concentrates winds at the 
podium roof and not at the base. 




Openings through a building at the 
base induce high velocities due to 
pressure differential from the front to 
the back. 





Recessed entry provides 
low winds at door 

locations. 



Adjacent building placement can cause a compression of the 
mean streamlines, resulting in horizontally accelerated flows at 
ground level. 



Figure 4. Design features to change and/or ameliorate pedestrian wind conditions, after 

Cochran (2004). 
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As an example, the basic wind environment of Montreal in terms of wind 
speeds and probabilities of exceedance from different directions is presented in 
Figure 5. As clearly shown, westerly and southwesterly winds dominate while 
north and northeasterly winds may also be high. Note that these are upper level 
winds and significant changes may occur near the ground areas. In addition, 
differences exist between summer and winter wind data. Maximum summer winds 
are dominant from west, while winter winds are certainly higher and they blow 
primarily from southwest. In the great majority of pedestrian wind studies carried 
out for tall buildings in Montreal, it has been found that winds for west / southwest 
and, to a lesser extent from northeast have produced the most critical adverse 
conditions. 




Figure 5. Probability distributions of hourly mean wind speed at 300 m over Montreal for 

daylight hours during the winter (derived from 10 year record of wind data obtained at a 

height of 10 m at Trudeau - previously Dorval - Airport) 



In summary, there are two main flow types causing high pedestrian-level winds 
in the urban environment: downwash flows and horizontally accelerated flows. 
The former are diminished by podia, architectural features such as setbacks, 
balconies and the like; the latter are ameliorated by alcoves, chamfered corners, 
landscaping (vegetation) or porous screens. 
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2.3 Wind comfort criteria 

Several criteria have been developed in the wind engineering community for 
evaluating only the wind-induced mechanical forces on the human body and the 
resulting pedestrian comfort and safety. There are significant differences among 
the criteria used by various countries and institutions to establish threshold values 
for tolerable and unacceptable wind conditions even if a single parameter, such as 
the wind speed is used as criterion. These differences range from the speed 
averaging period (mean or gust) and its probability of exceedance (frequency of 
occurrence) to the evaluation of its magnitude (experimental or computational). 

Table 1 shows the traditional Beaufort scale used in ship navigation in a 
modified version applicable to land regions and for heights representative of 
pedestrians. This table provides an idea of the mechanical effects of wind of 
different speeds on the human body. Physiological effects are more complex since 
they depend on additional factors and their interactions. 



Table 1. Extended Land Beaufort Scale showing wind effects on people (Lawson and 
Pendwarden 1975; Isyumov and Davenport 1975). 



Beaufort 
number 


Description 


Wind speed at 1.75 
m height (m/s) 


Effect 





Calm 


0.0-0.1 




1 


Light air 


0.2-1.0 


No noticeable wind 


2 


Light breeze 


1.1-2.3 


Wind felt on face 


3 


Gentle 
breeze 


2.4-3.8 


Hair disturbed, clothing flaps, newspaper 
difficult to read 


4 


Moderate 
breeze 


3.9-5.5 


Raises dust and loose paper, hair 
disarranged 


5 


Fresh breeze 


5.6-7.5 


Force of wind felt on body, danger of 
stumbling when entering a windy zone 


6 


Strong 
breeze 


7.6-9.7 


Umbrellas used with difficulty, hair blown 
straight, difficult to walk steadily, 
sideways wind force about equal to 
forward walking force, wind noise on ears 
unpleasant 


7 


Near gale 


9.8-12.0 


Inconvenience felt when walking 


8 


Gale 


12.1-14.5 


Generally impedes progress, great 
difficulty with balance in gusts 


9 


Strong gale 


14.6-17.1 


People blown over by gusts 
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A simple rule of thumb has been provided by Wise (1970) and Pendwarden 
(1973). This is based on mean speeds (V) assuming the following effects: 

• V = 5 m/s or 1 8 km/h; onset of discomfort 

• V = 10 m/s or 36 km/h; definitely unpleasant 

• V = 20 m/s or 72 km/h; dangerous 

Conditions for pedestrians are considered acceptable if V > 5 m/s is less than 
20% of the time (Pendwarden and Wise 1975). 

Recognizing the importance of frequency of occurrence along with the 
magnitude of wind speeds, Figures 6, 7, and 8 provide threshold mean wind speeds 
for various types of activity as functions of theaverage annual number of storm 
occurrences. Naturally the mean wind speed threshold level drops significantly as 
the yearly average number of occurrences increases. 

Utilization of mean wind speeds as comfort criteria for pedestrian-level winds 
has been questioned by the wind engineering community. In fact, the most 
prevailing opinion seeks an effective wind speed, which is related to the gustiness 
of the wind, to be used for that purpose. Such effective speeds can be derived from 
the following equation expressing their outcome in terms of the mean and a 
number (ranging from 1 to 3) of standard deviations of the wind speed: 



-1/2 



V e =V-(1 + K- 



(1) 



~2 U2 
where v is the rms of longitudinal velocity fluctuations and k is a 

constantequal to 1~3. 




Figure 6. Wind tunnel exposure of people at 10-15 km/h winds. 
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Figure 7. Wind tunnel exposure of people at 20 (left) and 40 (right) km/h winds. 




Figure 8. Wind tunnel exposure of people at 70 km/h winds. 



Wind tunnel experiments and observations of pedestrian performance suggest 
that k = 3 is the most appropriate value. Figure 9 shows acceptance criteria for 
wind speeds for various annual frequencies of occurrence proposed by Isyumov 
and Davenport (1975). Note that these criteria are different from previous criteria 
in that, instead of specifying a wind speed for various activities, frequencies of 
occurrence are specified for different wind speeds. Murakami et al. (1986) 
produced the wind comfort criteria described in Table 2. 
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Figure 9. Acceptance criteria for wind speeds for various annual frequencies of 
occurrence, after Isyumov and Davenport (1975). 



Table 2. Wind environment criteria of Murakami et al. (1986). 



Activity 


Probability of Exceedance (P(>u)) 


il= 36 km/h 


il = 54 km/h 


il = 72 km/h 


Long-term and short-term 
stationary exposure 


0.10 


0.008 


0.0008 


Strolling 


0.22 


0.036 


0.006 


Walking 


0.35 


0.07 


0.015 



Melbourne (1978) has produced separate criteria based on mean and gust 
speeds. He proposed their application only for daylight hours and on the 
assumption that the max 2-sec gust speed will be roughly twice as large as the 
mean speed, he produced the curves shown in Figure 10. These curves identify 
threshold wind speed criteria for different types of activity similar to those shown 
in Table 2. Criteria for dangerous wind conditions were also specified. 
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Figure 10. Probability distributions of Melbourne's criteria for environmental wind 

conditions for daylight hours for a turbulence intensity of 30% and u = 2 u , after 

Melbourne (1978). 
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Such conditions are particularly important for cities with harsh winter 
conditions where icy sidewalks become source of frequent accidents when 
combined with high winds. Several cases of this nature have been reported, most 
involving accidents happened on elderly people. Liability issues are also interesting 
for such cases and courts have always a hard time dealing with them. 

On the basis of experience over a number of projects and wind tunnelstudies, it 
has been concluded that Melbourne's criteria are on the strict side, i.e. if prevailing 
conditions abide by the prescribed limits, most sets of other criteria available in the 
literature or included in ordinances of various municipalities will be satisfied. 
Consequently, these criteria can be used as upper limits for pedestrian-level winds 
and, in this regard, are indeed valuable. 

Wind ordinances in major cities. There is great variation regarding wind 
ordinances in various cities around the world. In some cases, specific legislation 
has passed and new building permits are not provided until the developers/owners 
demonstrate that the project will not generate dangerous or even uncomfortable 
and undesirable pedestrian-level wind conditions. In other cases, this is expected to 
happen as part of assumed good engineering and architectural practice. In general, 
the following points can be made: 

• Most major cities (Montreal, Toronto, Sydney, etc) have some guidelines 
addressing the problem at the approval stage for new construction projects. 

• San Francisco has adopted a very strict wind ordinance; they use V c = 42 
km/h with P (>V e ) = 0.01% as safety criterion; this is significantly lower than 
that proposed in most of the current literature. 

• New York has strict air pollution standards, which tend to work against 
guidelines for the pedestrian wind environment; about 30% of new 
developments have to go through a review process. 

• Boston Planning Department specifies that a wind tunnel study is required to 
assess wind environmental conditions near new developments for the 
following cases: 

i) for any new building taller than 30 m (100 ft) and at least two times taller 

than its adjacent buildings 

ii) forother buildings in special circumstances 
As it is always the case with any adoption of code provisions or changes, 
passing legislation regarding pedestrian wind conditions is always problematic. It 
is worth mentioning that a new wind ordinance has been approved in the 
Netherlands only recently after several years of intense efforts by several experts, 
architects and engineers. 
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2.4 Experimental procedure: wind tunnel approach 

General. As mentioned previously, the flows around buildings even in simple 
surrounding environments, let alone in complex urban settings are still extremely 
difficult to predict by computational methods. However, the testing of scale models 
in a boundary layer wind tunnel capable of simulating the mean-velocity profile 
and turbulence of the natural wind has been shown to be a very effective method of 
prediction by comparison with respective full-scale data. The wind-tunnel model 
typically includes all buildings in the surrounding landscape; thus, their effect is 
automatically included. Both existing conditions and those with the new 
building(s) in place can be readily measured, thus allowing the impact of the new 
building(s) to be identified. Furthermore, the effects of changes to the building 
itself, or to landscaping, can also be studied, particularly where undesirable wind 
conditions are found. 

A typical set up of a wind-tunnel model in a boundary-layer wind tunnel is 
illustrated in Figure 1 1 . The building itself and the model of its surroundings are 
mounted on the wind-tunnel turntable, which can be rotated to allow various wind 
directions to be simulated. Typical model scales for large buildings are in the range 
of 1:200 to 1:500. Larger scales have been used for smaller buildings. The model 
of surroundings enables the complex flows created by other buildingsnear the 
study building to be automatically included in the tests. However, it is also 
essential to create a proper simulation of the natural wind approaching the modeled 
area. The requirements for modeling the natural wind in a wind tunnel are 
described in the ASCE Manual of Practice (1999). In typical wind tunnel tests, the 
airflow speed above the boundary layer is in the range 10 to 30 m/s. 




Figure 11. Typical wind tunnel set-up for a pedestrian wind assessment study. 
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The process followed in the experimental approach consists of the following 
steps: 

1 . Meteorological records 

2. Wind tunnel testing 

3 . Combination of ( 1 ) and (2) 

4. Comparison with comfort criteria 

5. Remedial measures 

Details of this process will be presented in a case study described in Chapter 2. 

2.5 Computational procedure: CFD 

In Computational Wind Engineering (CWE) the computer essentially replaces the 
physical simulation in the boundary layer wind tunnel, at least in principle. CFD 
methods involve very large amounts of computation even for relatively simple 
problems and their accuracy is often difficult to assess when applied to a new 
problem where prior experimental verification has not been done. Castro and 
Graham (1999) summarized the concerns expressed with respect to these issues. 
However, there have been cases for which the application of CFD methodologies 
appears to give somewhat satisfactory responses. These are cases requiring the 
determination of mean flow conditions and pressures, i.e. those related primarily 
with environmental issues. Typical problems of this category include but are not 
limited to pedestrian level winds, snow dispersion and accumulation, dispersion of 
pollutants in the near-building and/or urban environment, ventilation and the like. 
There is increasing evidence that for such problems CFD-based techniques may 
provide adequate responses - see Stathopoulos (2002). 

Pedestrian-level winds can be described quite adequately in terms of mean 
velocities in the presence and absence of a new building within a specific urban 
environment. Although it can be argued that pedestrians are mostly affected by 
gust effects and mean wind speeds may not be sufficient to produce satisfactory 
results, the fact remains that several major cities require only the satisfaction of 
certain mean (sustainable) speeds with a specified probability of exceedance. A 
number of recent computational studies for the evaluation of pedestrian level winds 
and the comparison of their results with respective experimental data are described 
in Chapter 2. The process of comparison between computational and experimental 
results has already been challenged and appears problematic on its own. For 
instance, is it more meaningful to carry out point-by-point comparisons or does it 
make more sense to examine pedestrian-level wind speeds affecting a particular 
zone or area of influence for a specific activity within the urban environment? 
Furthermore, and after due consideration to the fact that pedestrian level wind 
speeds measured in the proximity of buildings, i.e. in areas of high turbulence, are 
not very accurate, it may be conceivable that "errors" in the results might be better 
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described in terms of their impact on design decisions. Clearly, this may be more 
reasonable, at least in the context of engineering perspective. 

2.6 Outdoor comfort issues 

Outdoor human comfort in an urban climate depends on a wide range of weather 
and human factors. Studies have shown integrated effects of wind speed, air 
temperature, relative humidity and solar radiation on the human perception, 
preference and overall comfort in an urban environment. Some analysis of these 
issues has been presented in the ASCE SOA Report (2003). Furthermore, the 
studies by Nicolopoulou et al. (2001; 2002) also address the influence of 
microclimatic characteristics in outdoor urban spaces and the comfort implications 
for the people using them. A significant characteristic is the psychological 
adaptation, which has also been addressed. An equivalent temperature has been 
defined and related to the outdoor human comfort by considering acclimatization 
and other bio-meteorological principles (Stathopoulos et al. 2004; Zacharias et al. 
2001). However, the implications of this approach are far fetching and the overall 
assessment problems are still quite intriguing. Some basic ideas are presented in 
these notes. 

Temperature and relative humidity. Both can have a significant impact on a 
person's comfort, since sensation of comfort in cold conditions is linked to the heat 
balance of the human body, i.e. the balance of heat generated by metabolic 
processes and heat lost by conduction, convection, radiation and evaporation. In 
convective and evaporative losses, the effects of temperature and humidity are 
closely linked with the wind conditionsand cannot be treated in isolation from 
wind speed. This is why, for example, in the colder regions of Europe and North 
America, the wind chill equivalent temperature is used to provide a more 
meaningful description of how cold weather will really feel, rather than simply 
giving air temperature. The equivalent temperature is obtained by calculating the 
temperature in standard wind (set at 1.8 m/s = 4 mph) that would give the same 
rate of heat loss from exposed skin at 33°C as occurs in the actual wind and 
temperature conditions. Generally, in cold conditions, humidity is low and has little 
direct effect on thermal comfort, although there may be indirect effects, such as 
humidity changing the insulation value of clothing. In hot conditions, the human 
body needs to increase heat losses to maintain thermal comfort. This is largely 
achieved by reducing clothing and through sweating and the corresponding heat 
losses associated with the latent heat of evaporation. Since the efficiency of 
evaporation is decreased as the relative humidity of the air increases, the relative 
humidity becomes a much more important parameter in hot climates. Also, since 
the efficiency of evaporation is increased with wind speed, in cold climates it is 
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often desirable to reduce wind speeds but the opposite is sometimes the case in hot 
climates. The well-known Humidex is an effective temperature, combining the 
temperature and humidity into one number to reflect the perceived temperature and 
to quantify human discomfort due to excessive heat and humidity. In general, 
almost everyone will feel uncomfortable when the Humidex ranges from 40 to 45, 
and many types of labor must be restricted when the Humidex is 46 and higher. 
The incorporation of relative humidity effects into the overall assessment of 
thermal comfort is discussed in Stathopoulos et al. (2004). 

Solar radiation. Any assessment of thermal comfort must account for the effects 
of sun/shade conditions. The angle of the sun, the amount of radiation absorbed by 
clouds, dust and particles in the atmosphere, and the sun light absorbed and 
reflected by buildings need to be taken into account. 

Precipitation. In heavy rain conditions, people are less likely to be outside, thus 
their wind and thermal comfort will usually be less critical compared with other 
microclimate factors. However, it may be of interest to evaluate how far under a 
sheltering canopy roof the precipitation will infiltrate and how often this will 
happen. Dampness of clothes may also be of interest because it will affect thermal 
comfort. 

A working group of the International Society of Biometeorology is in the 
process of developing a new standardized Universal Thermal Climate Index 
(UTCI), which can also be used in the development of a criterion for human 
outdoor comfort (Hoppe, 2002). An example of application of such an approach is 
shown in Figure 12 taken from Stathopoulos et al. (2004). The dependence of the 
overall comfort is expressed on the basis of a group of survey respondents as a 
function of the difference of two equivalent temperatures: one based on the 
weather norm, T e-n and the other based on the actual outdoor conditions, T ea . 
Equivalent temperatures take into account the effect of relative humidity and solar 
radiation as well. It should be noted that (T ea - T c n ) is the most influential factor on 
the overall comfort of the respondents. 

Figure 12 shows that (1) most comfortable conditions occur when the 
equivalent temperature difference is about 5°C, which may be attributed to the 
preference of local residents for higher air temperature as well as the temperature 
difference between an urban environment downtown and the airport; (2) lower 
comfort occurs with a negative temperature difference, or when the actual 
equivalent temperature islower than the norm; and (3) if the temperature difference 
is beyond a certain limit, say greater than 10°C, less comfortable (overall comfort < 
1) outdoor conditions may be perceived, although more field data are necessary to 
confirm this observation. At present, it is still considered premature to draw a curve 
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for a definite mathematical relationship of overall comfort and equivalent 
temperature difference. 
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Figure 12. Overall comfort example in terms of equivalent temperature difference, after 

Stathopoulos et al. (2004). 



3. Exhaust Dispersion around Buildings 

3.1 Background 

Current standards for building ventilation systems recommend that rooftop 
stacks from industrial, laboratory or hospital buildings be designed such that 
their emissions do not contaminate fresh air intakes of the emitting building or 
nearby buildings. This may require extending the height of the stack or 
increasing its exit velocity. Unfortunately, the state-of-the-art has not been 
sufficiently advanced to allow building engineers to apply appropriate design 
criteria to avoid this problem for new construction or to help alleviate it for 
existing buildings. Consequently, numerous incidents of poor air quality have 
been recorded and documented. 

In most previous studies, e.g. Schulman and Scire (1991),plume dispersion 
was evaluated for a single isolated building model in the wind tunnel. Wilson et 
al. (1998) investigated the effect of stack height and exhaust speed on the 
dispersion of building exhaust in a series of water channel experiments. In 
addition to an isolated low-rise building, tests were also performed for cases in 
which an adjacent building was upwind or downwind of the emitting building. A 
lower adjacent building upwind of the emitting building tends to increase 
dilution on the emitting building roof. Results obtained with a taller upwind 
building showed that the leeward wall of this upwind building may experience 
low dilution values (high concentrations), depending on stack location, stack 
height, exhaust velocity and the distance between the two buildings. In this case, 
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increasing exhaust velocity was found more beneficial than increasing stack 
height. 

Fluid modeling studies have demonstrated the benefits of high exit velocities 
and increasing stack height in reducing pollutant concentrations at critical 
receptors. However, field studies have shown that even with high exit velocities 
and moderately high stacks, pollutant concentrations may be unacceptably high 
at particular locations (Wilson and Lamb, 1994, Georgakis et al., 1995, Saathoff 
et al., 2002). Several factors may account for the occasional poor performance of 
rooftop stacks. These factors include the location of the stack relative to regions 
of flow separation and flow re-attachment, the presence of rooftop irregularities 
such as penthouses and high upstream turbulence. It is important to validate the 
results of fundamental fluid modeling studies with full-scale data. Although most 
flow features (e.g. wake size, reattachment lengths etc.) under neutral 
atmospheric conditions can be accurately simulated in wind tunnels and water 
channels, it is necessary to determine the limitations of fluid modeling with 
respect to plume dispersion. Relatively few studies have compared wind tunnel 
concentration data with field data for near-field diffusion cases, i.e. receptors 
within - say - 50 m of a stack. This is one of the most difficult fluid modeling 
applications, since the plume characteristics may be sensitive to a number of 
local factors such as building wake effects, the position of the stack relative to 
rooftop recirculation zones, possible delta-wing vortices, stack Reynolds number 
etc. On the other hand, for far-field applications, plume characteristics are much 
less sensitive to these factors. Higson et al. (1996) conducted field tracer gas 
experiments with a stack at varying distances upwind of a small building and 
found that the maximum concentrations were generally overestimated in the 
wind tunnel tests while the minimum concentrations were underestimated. This 
suggests that the wind tunnel plume was narrower than the field plume due to the 
absence of large-scale turbulence in the wind tunnel. Several studies at 
Concordia University have evaluated the accuracy of wind tunnel dispersion 
measurements (Stathopoulos et al., 2002, Saathoff et al., 2002) and found 
generally good agreement between wind tunnel and field data. The wind tunnel 
concentration values were usually within a factor of two of the field values. In 
general, the accuracy of the wind tunnel increases as stack-receptor distance 
increases. 

Various models have been developed for estimating near-field dilution of 
plumes emitted from rooftop stacks for open fetch situations. Two such models 
are recommended in ASHRAE (1999) and ASHRAE (2003). For the case of a 
tall building upwind of an emitting building, dilution estimates are required for 
receptors on the adjacent building leeward wall, as well as the roof of the 
emitting building. To date, an acceptable dilution model for such cases has not 
been developed (e.g. see Wilson et al., 1998). In addition to dilution models that 
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provide quantitative estimates of plume dispersion, ASHRAE (2003)also 
provides a geometric method to predict the likelihood of a plume making contact 
with a critical rooftop receptor. The accuracy of these models is evaluated using 
some of the field data obtained in the present study, in which the emission source 
was either exposed to the approaching flow (open fetch) or it was in the wake of 
a tall building. ASHRAE (2007) is easier to use due to a simplification in the 
definition of initial plume height. 

Finally, one of the most widely used models is the Atmospheric Dispersion 
Modeling System (ADMS), developed in England, which is also endorsed by the 
United States Environmental Protection Agency (EPA). In a recent study to 
assess the quality and applicability of various dispersion models for near-field 
dispersion, ADMS was the only model producing good comparisons with 
ASHRAE and wind tunnel results, as discussed by Stathopoulos et al 
(2008)Acomprehensive comparative study of ADMS, ASHRAE (2003 and 2007 
versions) and wind tunnel results,has been carried out by Hajra et al. (2010). 

3.2 ASHRAE Dispersion Models 

The ASHRAE geometric design method. ASHRAE (2003) provides a geometric 
stack design method for estimating the minimum stack height to avoid plume 
entrainment in the flow re-circulation zones of a building and its rooftop structures. 
Dimensions of the re-circulation zones are expressed in terms of scaling length, R, 
which is defined as: 

R = B S °- 67 B L - 33 (2) 



where B s is the smaller of upwind building height or width and B L is the larger of 
these dimensions. The dimensions of flow re-circulation zones that form on the 
building and rooftop structures are: 

H c = 0.22R (3) 

X c = 0.5R (4) 

L c = 0.9R (5) 

L r =1.0R (6) 

whereH c is the maximum height of the roof re-circulation zone, X c is the distance 
from the leading edge to H c , L c is the length of the roof re-circulation zone, and 
L r is the length of the building wake zone. Note that the height of the wake zone 
is equal to the height of the structure. Figure 13 shows the re-circulation zones 
for a typical building. 
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The design method assumes that the boundary of the high turbulence region 
is defined by a line with a slope of 10:1 extending from the top of the leading 
edge separation bubble. The location of the plume relative to the re-circulation 
zones is determined by taking into account plume rise due to exhaust momentum 
and assuming a conical plume with a slope of 5 : 1 . 

It should be noted that the geometric design method is applicable for wind 
directions that are approximately normal to the windward wall of the building. 
This is the critical case for flat-roof buildings (without significant rooftop 
structures), since depending on the geometry of the building, the rooftop 
recirculation zone may encompass most of the roof (Saathoff et al., 2003). On 
the other hand, for oblique winds, building-generated turbulence is normally not 
significant in the central part of the roof (where stacks are usually located). For 
such winds, the building-generated turbulence is confined to the leading edges of 
the roof where the familiar delta- wing vortices are formed. 
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Figure 13. Design procedure to determine stack height required to avoid contamination, 

after Wilson (1979). 



For buildings with rooftop structures, the geometric design method may give 
un-conservative results (Saathoff et al., 2002, 2003). In this case, plumes emitted 
in the wake of a structure may be subjected to significant downwash, which, in 
turn, will cause high roof-level concentrations. It is important to note that for 
buildings with rooftop structures, the oblique wind case may be critical since 
such winds tend to produce the strongest downwash. The effective height of the 
plume above the roof or rooftop structure is: 



h = h„ + h, - ha 



(7) 
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whereh s is stack height, h r is plume rise and h d is the reduction in plume height 
due to entrainment into the stack wake during periods of strong winds. It should 
be noted that h s is the height of the stack tip above the roof minus the height of 
rooftop obstacles (including their re-circulation zones) that are in the path of the 
plume. 

Plume rise, which is assumed to occur instantaneously, is calculated using the 
formula of Briggs (1984): 

h r = 3pd e (w e /U H ) (8) 

where d c is the stack diameter, w e is the exhaust velocity, U H is the wind speed at 
building height and P is the stack capping factor. The value of P is 1 for 
uncapped stacks and for capped stacks. To account for the stack downwash 
caused by low exit velocities, when w e /U H < 3.0, Wilson et al. (1998) 
recommended a stack wake downwash adjustment h d , which is defined as: 

h d = d e (3.0-pw e /U H ) (9) 

For w e /U H > 3.0 there is no stack downwash (h d = 0). 

Dilution models for an open fetch. A number of semi-empirical models have 
been developed for predicting minimum dilution (D min = C e /C max ) of exhaust from 
rooftop stacks, where C e is the exhaust concentration and C max is the concentration 
at a roof or wall receptor on the plume centerline. The ASHRAE Applications 
Handbook (ASHRAE, 2003) recommends a Gaussian dilution model that was 
developed using data from water channel experiments of Wilson et al. (1998). In an 
earlier version of the Handbook (ASHRAE, 1999), minimum dilution models 
formulated by Wilson and Lamb (1994) and Halitsky (1963) were recommended. 
Of these, the Wilson and Lamb model provides a more accurate lower bound of 
dilution, based on wind tunnel and field case studies (Petersen and Wilson, 1989, 
Stathopoulos et al., 2002). The Halitsky model has been shown to be overly 
conservative in most cases. 

The accuracy of the Wilson-Lamb and ASHRAE (2003) dilution models are 
evaluated using data obtained in field tests conducted with an open fetch. 

Wilson-Lamb model 

The Wilson-Lamb model, hereafter designated as WL, is based on a previous 
dilution model derived from wind tunnel data obtained with isolated building 
models (Wilson and Chui, 1985, 1987, Chui and Wilson, 1988). In this model, 
minimum dilution along the plume centerline is given by: 

D rain = (D o 05 + D d a5 ) 2 (10) 
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where D is the initial dilution at the location and D d is the distance dilution 
which is produced by atmospheric and building-generated turbulence. The 
formulas for D and Dd recommended in ASHRAE (1999) are: 

D =1 + 13M (11) 

D d = B!S 2 /MA e (12) 

where Bj is the distance dilution parameter, S is the stretched string distance 
from stack to receptor and M is the ratio of exhaust gas velocity, w e , to the mean 
wind speed at the building height, Uh- The parameter, B b is set at a constant 
value with the magnitude dependent on the location of the receptors. 

Dilution data obtained in a field study (Wilson and Lamb, 1994) and a wind 
tunnel study (Wilson and Chui, 1987) indicate that Bi is strongly affected by the 
level of atmospheric turbulence in the approaching flow. The effect of upstream 
turbulence on the distance dilution parameter is approximated by the following 
formula: 

B ; = 0.027 + 0.0021c 8 (13) 

whereoe is the standard deviation of wind direction fluctuations in degrees and 
varies between 0° and 30°. The model suggests that distance dilution has two 
components — the dilution due to building-generated turbulence and that due to 
atmospheric turbulence. It assumes that Da is significantly enhanced by 
atmospheric turbulence. For an urban environment, ASHRAE (1997) 
recommends a typical value of Ge =15°, which gives a value of 0.032 for the 
atmospheric component of the distance dilution parameter, Bi=0.059. Thus, 
more than 50% of D d is assumed to be due to upstream turbulence. 

Gaussian dilution model (ASHRAE 2003) 

The Gaussian dilution model recommended in ASHRAE (2003) is based on a 
series of experiments carried out in a water flume by Wilson et al. (1998). The 
model predicts worst-case dilution at roof-level, D r , assuming that the plume has 
a Gaussian (bell-shaped) concentration profile in both the vertical and horizontal 
directions, as shown in Figure 14. It should be noted that D r is the predicted 
dilution on the plume centre-line and thus, corresponds to D min obtained using 
the WL model. 

The roof-level dilution for a plume at height, h, at a receptor distance, X, 
from the stack is given as: 



„ U H °Y a z 

D r =4 H y z exp 

w„ d„ d„ 



ll 
2cz 



(14) 
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where U H is the wind speed at the building height, d e is stack diameter, w e is the 
exhaust speed and c y and o z are the plume spreads in the horizontal and vertical 
directions, respectively. The height of plume above the roof or rooftop structure, 
h, is determined using Equation7. 

The equations for o y and a z are used in the ISCST dispersion model, which 
was developed by EPA (1995), adjusted from a 60-minute averaging time to a 2- 
minute averaging time using the 0.2 power law applied to both vertical and 
crosswind spreads. The plume spread formulas are based on the water channel 
data of Wilson et al. (1998), which are assumed to have a full-scale equivalent 
averaging time of 2 minutes. The cross-wind and vertical spreads are given by 
the equations: 



0.071(-^) - 2 — 
2.0 d„ 



(15) 



El 



0.071- 



X a r 



(16) 



wheret avg is the concentration averaging time in minutes, and o is the initial 
source size that accounts for stack diameter and for dilution due to jet 
entrainment during plume rise. 




(x,-y,0) 



Figure 14. Coordinate system showing Gaussian distributions in the horizontal and vertical 

direction, after Turner (1994). 
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The formula for a n /d„ is: 



^- = [0.125P^ + 0.911P 

d„ Un 



f \ 



vu H ; 



+ 0.250] 



0.5 



(17) 



The Gaussian dilution model (Equation 14) should not be used when the 
plume height, h, is less than the maximum height of the roof recirculation zones 
that are in the path of the plume. This critical height is referred to as h top and is 
shown in Figure 15. For cases in which the plume height is greater than h top but 
less than the height required to escape all critical recirculation zones (h va i id in 
Figure 15), the physical stack height should be set at when calculating h, as per 
ASHRAE (2003). 
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Figure 15. Flow recirculation regions and exhaust-to-intake stretched-string distances, 

after ASHRAE (2003). 



4. Concluding Remarks 

These lecture notes have dealt with the subject of environmental aerodynamics. In 
particular, pedestrian level wind conditions, their origin, their experimental and 
computational assessment in the urban environment, as well as the criteria used for 
outside human comfort have been discussed. Special attention has been paid on the 
state-of-the-art and the current capabilities of Computational Wind Engineering to 
determine at least mean values of wind speeds in the vicinity of buildings in urban 
areas. An approach towards the establishment of an overall comfort index taking 
into account, in addition to wind speed, the temperature and relative humidity in 
the urban area under consideration was presented. 

The area of exhaust dispersion around buildings has also been introduced as 
part of environmental aerodynamics. Evaluatingairflow around buildings and the 
transportation ofpollutants released in that area is a very complex problem 
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affecting building design and performance. The general accuracy of the wind 
tunnel data to represent actual design situations and the limitations of ASHRAE 
and other models to predict actual dilutions for particular building configurations 
and stack locations are discussed. 
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Abstract 

Applications of environmental aerodynamics, namely pedestrian level winds and 
dispersion of pollutants in the building environment, are discussed with particular 
emphasis to suitable engineering design issues and practices. Both experimental and 
computational approaches are presented with reference to particular case studies. 

1. Pedestrian Level Winds 

1.1 Experimental procedure 

The case illustrated is an acUial study in Montreal but names have been withheld and 
sample results presented are coming from another unnamed study for reasons of 
confidentiality. The study was conducted in the Building Aerodynamics Laboratory 
of Concordia University using a 1:500 model of the buildings and their surround- 
ings. Wind environmental conditions at the sidewalks around the new buildings 
were assessed in terms of peak (gust) and mean speeds. 
The following configurations were considered in the study: 

1 . Current conditions 

2. Proposed development 

The architects of the project provided the details of the design and the building 
models were placed on a maquette with the surroundings on a full-scale equivalent 
radius of 300 m. Environmental wind conditions on sidewalks around the buildings 
were assessed for the critical south-westerly and north-easterly wind directions. 
Measurements were obtained at the locations shown in Figures 1 and 2. 

The l:500-scaled model of the proposed development and the surroundings was 
mounted on the turntable of the boundary layer wind tunnel. Peak wind velocities 
were measured at 3 1 ground-level locations but results for only 6 points are shown 
herein. Five of the sampling points (3, 5, 6, 7 and 8) were located on S street and one 
point (15) was located in the courtyard. Pedestrian wind data were obtained with a 
hot film sensor located at a full-scale height of 2 m above ground. 
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Figure 1. Plan view of proposed development showing measurement locations. 
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Figure 2. Plan and elevation view of proposed development showing measurement locations 

near and on buildings. 



The reference mean velocity in the wind tunnel at a full-scale equivalent height 
of 300 m, U 3 oo, was also measured. The ratio Ui oca i/U3oo was determined for each 
wind direction, where tJ ]oca] is the gust velocity at ground level. The test results were 
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then combined with meteorological data recorded at the P.E. Trudeau (Dorval) 
International Airport for a 10-year period in order to predict wind speeds with a 
particular return period for each test location. The Trudeau data, consisting of mean 
hourly wind speeds obtained in open country terrain at a height of 10 m, have been 
used to derive probability distributions of wind speed and direction for Montreal. 
These wind speeds were adjusted to an urban exposure at a height of 300 m using the 
following formulas: 

D '300,open country ~ U 10, Dorval (300/ 10) (1) 

and 

UiOO.urban = U ' 300,opencountry(300/450) ' (2) 

since U 450 ,urban = Usoo.open country Note that the exposure category characterizes the 
terrain several kilometers upwind of the site. 

Probability distributions of wind speed and direction for a suburban exposure at 
a height of 300 m have been evaluated for summer and winter, respectively. These 
distributions, which are based on data for daylight hours (07:00 - 19:00), indicate 
that strong winds occur most often from W, WSW and SW directions and occur 
more frequently during the winter than in the summer. Data also show that the 
probability of strong winds from the NE is relatively high. The probability of ex- 
ceedance [P(> )] corresponding to once per month and once per year are 
approximately 10" 2 and 10" 3 , respectively. For instance, a westerly wind at a height 
of 300 m is expected to exceed 48 km/h approximately once per month during the 
winter. Although the proposed development will be highly exposed to winds from 
the east quadrant, the probability of strong winds from the east is relatively low. It 
should be noted that the influence of Mount Royal on Montreal's wind climate is not 
evident in the meteorological data used, since the probability curves were derived 
from data obtained at Trudeau (Dorval) Airport. It is anticipated that the presence of 
Mount Royal should reduce the probability of strong winds at the site for westerly 
and south-westerly winds. Therefore, the results presented in this study are expected 
to be generally conservative. 

Melbourne's criteria shown in Table 1 have been used for the characterization of 
wind comfort conditions at the pedestrian level. The peak wind speed acceptable for 
walking was reduced to 32 km/h for the winter months to take into account the effect 
of temperature on pedestrian comfort. As suggested in ASCE (2003), the summer 
wind speed should be reduced by one Beaufort number for every 20°C reduction in 
temperature. The second criterion indicates that wind conditions are hazardous if 
the gust velocity exceeds 83 km/h more than once per year. At this wind speed, 
people can be blown over. 
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Table 1. Melbourne's pedestrian comfort criteria, after Melbourne 1978). 



Wind Condition 


Ubcal 


P(>U local ) 


Acceptable for walking: 






summer 


48kph 


0.01 (once per month) 


winter 


32kph 


0.01 (once per month) 


Hazardous 


83kph 


0.001 (once per year) 



Sample test results. Data obtained under the current conditions and with the pro- 
posed development are plotted in polar form in Figure 3 for a typical set of four 
measurement points. As suggested uVWestbury et al. (2002), the data are plotted in 
terms of the velocity pressure ratio (Ui OC al/U3oo) • Melbourne's wind environment 
criteria for winter conditions have been included on the diagrams, in terms of curves 
determined by incorporating the probability distributions. These curves show the 
limiting wind pressure values for walking comfort and for extreme hazard. 

Figure 3 shows whether the proposed development does adversely affect the 
wind climate at different locations. For instance, the building causes an increase in 
gust speed at locations 6 and 8 for westerly and south-westerly winds, and at loca- 
tion 6 for north-easterly winds. For these cases, Melbourne's comfort criteria were 
exceeded. However, it should be noted that the proposed development will improve 
wind conditions at all points for at least some wind directions. It can also be noted 
that at location 7, wind conditions were improved for all of the tested wind direc- 
tions. 

The results of the study indicate that the proposed buildings will have relatively 
little adverse effect on the pedestrian wind environment. Winter winds, which are 
presented in Table 2, are more critical than those occurring during the summer. For 
the proposed development, the maximum wind gust expected to occur once per 
month in the winter is approximately 43 km/h. Under current conditions (i.e. 
without the new building), the peak monthly gusts in the winter are approximately 
33 km/h at the same location. 
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Figure 3. Measurement of velocity pressure ratio at locations 5, 6, 7 and 8. 
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Table 2. Comparison with Montreal's wind criteria and expected probabilities of exceeding 
the Montreal winter criterion (U loca i>14.4 km/h) at location 6. 



Wind direction 


(QlocJUsw? 


U/oca/UjOtJ 


Ulocal/Ujfx, 


Ujikj (kph) 
at t/, „r 14.4 kph 


Probability 
CW>14.4kph 


NNE 


0.421 


0.649 


0.32 


45.0 


0.0016 


NE 


0.456 


0.675 


0.34 


42.4 


0.0040 


SSW 


0.643 


0.802 


0.40 


36.0 


0.0008 


SW 


0.701 


0.837 


0.42 


34.3 


0.00095 


WSW 


0.935 


0.967 


0.48 


30.0 


0.0360 


W 


0.834 


0.913 


0.46 


31.3 


0.0300 


WNW 


0.381 


0.617 


0.31 


46.3 


0.0018 


Other directions 








Total 


0.0100 
0.0937 



Comparison with Montreal's wind criteria. The city's wind comfort criteria, 
specified in Article 39 of the Reglements refondus de la ville de Montreal, refer to 
mean wind speeds rather than gust speeds. The critical mean wind speeds, Ui oca i, 
for winter and summer are 14.4 km/h (4 m/s) and 21.6 km/h (6 m/s), respectively, 
and the maximum acceptable probabilities of exceeding these values are as follows: 
Location Probability of exceedance of Ulocal 

Main Streets 15% 

Secondary Streets 25% 

Parks 10% 

As previously mentioned, the wind tunnel data are expressed in terms of the 
local peak velocity pressure ratio, which is given as (Ui oca i/U 30 o) 2 , where Ui oca i is 
the local gust velocity and U 30 o is the mean wind speed measured at the reference 
full-scale height of 300 m for an urban exposure. Using these data, the local mean 
velocity pressure ratio (Ui oca i/U 30 o) 2 is obtained by assuming that the peak velocity 
is two times the mean value, U[ oca i (see Art. 38.5). Given the probability of ex- 
ceedance of U 3 oo, the probability of exceedance of any local mean wind speed - in 
this case, 14.4 km/h (4 m/s) for winter conditions - can be determined for each 
wind direction. The total probability of exceedance is obtained by simply adding 
the probabilities determined for each wind direction. 

For example, the gust velocity pressure ratio obtained at the assumed windiest 
location 6 with the proposed development for a west-southwesterly wind is 0.935 
(see Figure 3). Taking the square root and dividing by 2 gives the local mean 
velocity ratio of Ui oca i/U 3 oo = 0.48. Setting U local equal to 14.4 km/h gives the 
critical reference velocity of U 30 o = 30 km/h for this wind direction. Based on 
wind speed data from Trudeau (Dorval) Airport, the probability of exceedance of 
this wind speed during daylight hours (07:00-19:00) in the winter months (No- 
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vember- April) is approximately 0.036 (3.6%). Following this procedure for the 
other tested wind directions gives a total probability of occurrence of 0.0837 
(8.37%). For the wind directions not tested, the probability of Ui oca i >14.4 km/h is 
expected to be very small - of the order of 1%. Thus, the total probability of Ui OC ai 
>14.4 km/h at location 6 is approximately 9.37%, as shown in Table 2. Conse- 
quently, the Montreal winter criterion for wind comfort on main streets (Ui OC ai 
>14.4 km/h less than 15 % of the time) is satisfied at location 6. 

Furthermore, since location 6 is the windiest point in the project area, the 
Montreal standard is satisfied at all other locations and for all configurations tested 
in the study. This includes locations in an adjacent park, tested previously, even 
though the criterion is stricter for park areas (Ui oca i >14.4 km/h less than 10 % of 
the time). 

The preceding example illustrates that strong winds at ground level are not likely 
to occur for a given wind direction unless (Ui oca i/U 3 oo) 2 is large and the probability of 
strong winds from that direction is also large. 

Regarding the wind comfort criterion for the summer months, analysis of the 
data shows that the criterion will also be met at all locations. Due to the larger 
acceptable wind speed (21.6 km/h) and the reduction in the frequency of high winds 
for the summer months, the probability of exceeding the summer criterion is less 
than that for the winter criterion at each location. 

With respect to the city's criterion concerning hazardous wind conditions (Art. 
40, Reglements refondus de la ville de Montreal), the wind conditions around the 
proposed development were found to be acceptable. The wind tunnel results show 
that predicted gust speeds with a probability of exceedance of 0.01 (once per month) 
are well below the criterion of 72 km/h (20 m/s) at all measurement locations. For 
all design options, the maximum monthly gust in the winter is expected to be ap- 
proximately 43 km/h at locations 6 (on S street) and 15 (on passageway). 

Finally, it should be recalled that the anticipated wind speeds are based on sta- 
tistical expectations and actual wind conditions during a particular storm may be 
different. Future building developments in the surrounding area may also affect the 
pedestrian wind environment, but this has not been considered in the present study. 

1.2 Computational procedure: CFD 

Case studies. Bottema (1993) has attempted the evaluation of pedestrian level wind 
conditions in the vicinity of an isolated building by using the C WE approach and a 
simple turbulence model but with only limited success. Studies published by Sta- 
thopoulos and Baskaran (1996) have demonstrated that by using a simple version of 
k-£ model one may obtain computational results very comparable with corres- 
ponding values originating from respective wind tunnel studies. Figure 4 shows the 
cluster of Buildings A, B, C, D, E and F around the building of interest X. The 
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non-uniform grid distribution used for this arrangement contains nearly 300,000 
nodes. In spite of inadequacies in the vector plot of computed velocity field around 
this group of buildings, the comparison of computed and measured velocity ratios at 
2 m above the ground level in the presence and absence of building X is generally 
satisfactory with a maximum discrepancy of the order of 30%. It is noteworthy that 
the maximum discrepancies between the experimental and numerical data appear in 
highly complex re-circulating flow regions (Locations 3 and 8 in Figure 4), for 
which neither the measured nor the computed values can be considered very accu- 
rate. 




GgJ 




6 IO 

7 



Figure 4. Vector plot of computed velocity field around a group of buildings and compari- 
son of computed and measured velocity ratios at 2 m from ground level, after Stathopoulos 

and Baskaran (1996). 
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This type of data response has been found and confirmed by several authors. For 
instance, Timofeyef (1998) evaluated the wind flow around a five-storey high 
development in Kazakhstan and produced full-scale results, wind tunnel data and 
numerical results by using the discrete vortex method (two-dimensional flow). 
Surprisingly enough, computational results compare better with corresponding 
full-scale data than the latter with wind-tunnel results! This means that this rather 
crude computational approach provides more representative results than wind tunnel 
testing, at least for this particular case. In a cooperative study between Portugal and 
Canada, Ferreira et al. (1999) produced wind flow around a group of low-rise 
buildings (Expo' 98 - Lisbon). Both wind tunnel and field data were compared with 
numerical results obtained with the standard formulation and the Re-Normalization 
Group (RNG) extension of the k-s turbulence model. By and large the comparisons 
are satisfactory, at least for engineering design purposes. 

Hu and Wang (2005) have also attempted the evaluation of street-level winds in 
a built-up area by using CFD. Computational velocity ratios obtained through the 
commercially available code "PHOENICS" agree reasonably well with the expe- 
rimental results for surrounding blocks of similar height. However, the comparison 
results deteriorate when the surrounding blocks consist of buildings with different 
heights. Such trends are possibly due to the more significant interaction of hori- 
zontal separated flow with the down-flow originating from the pressure difference at 
different heights. 

Wind tunnel and CFD data have been compared for a complex development in 
central London, which includes a 40 m high apartment block adjacent to an 80 m 
tower block, and a number of other buildings - see Miles and Westbury (2002). This 
study forms part of a research program at BRE, which aims to assess whether CFD 
is 'fit for purpose' for use during the design process, and to determine the major 
sources of inaccuracy associated with user's modeling decisions. 

CFD simulations were performed using CFX-5, a general-purpose RANS solver 
employing an unstructured mesh of tetrahedral and prism elements. A practical, but 
reasonably fine, numerical mesh was employed, containing approximately 1.2 
million elements. Each simulation required about six hours to converge on a 
dual-Pentium desktop computer with 1 GB of RAM, representing a realistic com- 
puting effort for a practical application. The simulations were carried out at a scale 
of 1 :200 in order to be consistent with the BRE environmental wind tunnel scale. 
Both mean and gust wind speed measurements were carried out at an equivalent 
full-scale height of 1 .2 m but only mean wind speeds were used for comparison with 
the CFD results. Figure 5 presents the physical model and the wind directions for 
which simulations were carried out. Figure 6 shows the locations where compari- 
sons of pedestrian-level wind speeds were made. 

The inlet mean velocity profile measured in the wind tunnel, representing an 
urban boundary layer, has been used in the CFD simulation. Turbulence kinetic 
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energy and dissipation rate profiles have been derived using boundary layer para- 
meters obtained from fitting the logarithmic law to the measured velocity profile, 
combined with expressions from Richards and Hoxey (1992). Wall boundary con- 
ditions were defined using a rough-wall turbulent wall function applied at the 
ground, and a smooth-wall function applied to the building envelopes. A number of 
turbulence models have been tested - see details in Westbury et al. (2002). 



South-West 
wind 



North-East wind 




Apartment forecourt 

Figure 5. Building geometry in CFD model, after Westbury et al. (2002). 
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Figure 6. CFD model showing measurement locations, after Westbury et al. (2002). 



Applications of Environmental Aerodynamics 



41 



The results in Table 3 show comparisons between wind tunnel and CFD wind 
speed predictions for the south-west and north-east winds, respectively. Mean wind 
speeds from the CFD simulation have been extracted from what was considered to 
be the nearest cell to the wind tunnel measurement location. The error bands reflect 
the variation in wind speed in the adjacent cells, and are shown due to the possibility 
that wind tunnel and CFD locations are not exactly coincident. Table 3 indicates that 
the discrepancies of the results are of a similar order of magnitude for the two wind 
directions studied. The maximum discrepancy occurs for the north-east wind direc- 
tion, and is greater than 200% (Location 2). For both wind directions, the 
discrepancies are within 50% for 3 out of the 6 locations for which comparisons 
were made. The highest discrepancies tend to occur within the courtyard area (Lo- 
cations 2, 3, 4 and 5) while the lowest discrepancies occur close to building corners 
(Locations 1 and 6). It is difficult at this stage to distinguish whether the discrepan- 
cies in the courtyard area are due to the limitations of CFD in representing complex 
wind flow patterns such as re-circulating regions, or are due to measurement errors 
associated with the use of hot-wire anemometers in highly turbulent and complex 
flows. 



Table 3. Mean pedestrian wind speeds with south-west and north-east wind 



Location 


South-west wind speed (m/s) 


North-east wind speed (m/s) 


Wind tunnel 


CFD 


Wind tunnel 


CFD 


1 


1.5 


2.75 +/- 0.5 


1.9 


1.00+/- 0.5 


2 


1.9 


3.25 +/- 0.5 


1.2 


3.75 +/- 0.5 


3 


1.5 


1.50+/- 0.5 


0.6 


0.50 +/- 0.5 


4 


0.7 


2.00 +/- 0.5 


1.0 


1.75 +/- 0.5 


5 


2.1 


2.50 +/- 0.5 


2.0 


3.75 +/- 0.5 


6 


1.4 


1.75+/- 0.5 


1.6 


1.50+/- 0.5 



The sensitivity of the results to the turbulence model used, the geometric com- 
plexity of the model, the flow angle and the boundary condition specifications has 
been investigated. The choice of turbulence model was found to have little effect on 
the results. Also, the inclusion of finer geometrical details did not lead to any sig- 
nificant variation of the results. Simulations were run at angles of 15° measured 
clockwise and anti-clockwise from north-east, in order to test the sensitivity of the 
results to flow direction. The results were found to be very similar for the three wind 
directions, indicating that the discrepancy between prediction and measurement was 
not a result of the fluid flow structure being sensitive to the precise wind direction. 
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Finally, it is worth mentioning an intensive Japanese effort to compare CWE 
results in terms of pedestrian level wind speeds with respective experimentally 
measured values in an actual environment - see Figure 7, taken from Tominaga et 
al. (2004) Although CFD simulations have been performed for the different sixteen 
wind directions, only the wind distributions for wind directions of NNE and W, 
which are the prevailing wind directions in the region are shown. Various compu- 
tational grids (structured, Code M; unstructured, Code T; and overlapping 
structured, Code O) have been used. No clear differences among the horizontal 
distributions of wind speeds near ground surface (z = 2 m) were observed, as shown 
in Figure 8, in which results are presented in terms of speed ratios normalized by 
their respective values at the same height at inflow boundary. High-speed regions 
appear in the area around the corner of the north side and east side of building A and 
the strong wind blows into the space between buildings with the wind direction from 
NNE. On the other hand, a high-speed region is observed in the area around the 
corner of the south side of building A with the wind direction from W. The wind 
speed values in the street in the case of NNE wind direction are smaller than those in 
the case of W wind direction. Figure 8 shows the correlation between the norma- 
lized speed values obtained by each code and those of wind tunnel experiment. 
Black circles indicate the speeds of the measurement points in the wake region. A 
similar tendency is observed in all results shown in Figure 8, i.e. the wind speed 
predicted by all CFD codes tested here tends to be smaller in the wake region 
compared to the experimental value. Excluding the speeds determined in the wake 
region, the correspondence between the CFD results and the experimental results is 
fairly good. 
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Figure 7. Distributions of normalized scalar velocity near ground surface (z = 2 m) (code T), 

after Tominaga et al. (2004). 
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Figure 8. The correlation between the normalized velocity values predicted by each code 
and wind tunnel experiment, after Tominaga et al. (2004). 



2. Exhaust Dispersion around Buildings 

2.1 Experimental case study 

General. Full-scale tracer gas experiments were performed on the roof of a 
3-storey building (BE) in downtown Montreal. Rows of buildings of similar height 
are connected to the BE building on its northeast and southeast sides. A detailed 
drawing of the roof of the BE building is shown in Figure 9. The height of the main 
roof is 12.5 m. Several small structures are located on the roof and these vary in 
height from 2.2 m to 4 m. Four stack locations (SL1-SL4) were used in the study. 
The most significant nearby structure is the 12-storey Faubourg building, which is 
50m in height and is located across the street on the southwest side - see Figure 10. 
A number of high-rise apartment buildings are located to the west and northwest of 
the BE building at distances between 100 and 300 m. Mount Royal is a 233 m tall 
hill whose summit is located approximately 1 km northwest of the BE building. 
The wind climate in the vicinity of the BE building is similar to that of Pierre Elliot 
Trudeau (Dorval) Airport, located 20 km west of Montreal. The predominant wind 
directions are west-southwest and northeast. In the city center, the frequency and 
magnitude of westerly winds is reduced due to the sheltering effect of Mount 
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Royal. Data obtained on a 14-storey building on the campus of McGill University, 
located approximately 1 km northeast of the BE building, shows clearly the in- 
fluence of Mount Royal. 

It was intended that tests be performed in moderate to high winds to ensure 
neutral atmospheric stability, since this condition is simulated in the wind tunnel 
and assumed in the ASHRAE dispersion models. A further advantage to neutral 
conditions is that variations in wind direction during a 50-minute test are typically 
small, compared to those obtained in stable or unstable conditions. Although low 
wind speeds (< 2 m/s) were measured at the BE building during some tests, neutral 
or near neutral conditions are assumed for all tests since the airport wind speed 
usually exceeded 4 m/s. Low wind speeds at the BE building are due primarily to 
sheltering effects of upwind buildings and Mount Royal. 




Figure 9. Detailed view of the BE building showing stack locations, anemometers and 
various rooftop structures (dimensions in meters). 
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Figure 10. Elevation view of BE and Faubourg buildings (dimensions in meters). 



Results of field and wind tunnel experiments are organized separately for 

• tests performed with an open fetch (stack locations 1, 2 and 4); and 

• tests performed with a tall upwind adjacent building (stack locations 3 and 
4). 

The former are suitable for comparison with the Gaussian dispersion models 
recommended in ASHRAE (2003) since the plume traveled downwind. Receptor 
concentrations in these tests are largely dependent on their distance from the 
source. In contrast, in the latter tests the plume was trapped in the near-wake 
region of the upwind building and consequently, travelled upwind initially before 
being dispersed by the wake turbulence. Due to the complexity of the flow in 
building wakes, Gaussian dispersion models are not applicable for the prediction 
of dilution profiles on the roof of the emitting building and leeward wall of the 
adjacent building. A complex Gaussian wake model developed by Wilson et al 
(1998) had relatively poor predictive capability but it was successful in demon- 
strating the trend of dilution associated with changes in M. The field results 
presented can be compared to the available dispersion models and with wind 
tunnel results. The concentration data will be expressed in terms of normalized 
concentration (k) as generally used in the scientific literature (e.g. Snyder, 1994) 
or in terms of dilution (D), as used in the ASHRAE (1999), ASHRAE (2003) and 
ASHRAE (2007) dispersion models. 

A total of thirteen 50-minute tests were performed with open fetch conditions. 
Table 4 provides meteorological and stack parameters for the selected tests pre- 
sented here. The wind direction was generally southwesterly (228° < < 260°) for 
stack 1 (SL1), northwesterly (280° < 6 < 355°) for stack 2 (SL2) and southeasterly 
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(G ~ 160°) for stack 4 (SL4). In each case, it is assumed that upwind buildings do 
not significantly influence the plume trajectory but may enhance plume spread. 



Table 4. Wind and stack data for selected open fetch tests 

Test Stack Stack Height U H 

No. Location (m) (m/s) (deg) 



10/12/00 


1 


SL1 


1 


5.4 


3.3 


240 




2 


SL1 


1 


2.5 


3.0 


242 


11/15/00 


1 


SL1 


1 


6.3 


2.8 


248 




2 


SL1 


3 


7.5 


2.4 


252 


05/15/02 


1 


SL1 


3 


2.5 


3.0 


267 


10/30/01 


1 


SL2 


1 


3.4 


2.3 


305 




2 


SL2 


3 


3.6 


2.1 


316 


11/21/02 


1 


SL4 


1 


5.6 


1.5 


160 




2 


SL4 


1 


10.5 


1.7 


160 



Comparison of field dilutions with ASHRAE model predictions. ASHRAE 
provides a number of models for the prediction of plume dilution at rooftop and 
wall receptors. In ASHRAE (1999), formulas are given for minimum dilution 
(D m ; n ) for flush stacks and critical dilution (D cr j t ) for stacks with h s > 0. ASHRAE 
(2003) recommends another dilution formula, based on the Gaussian dispersion 
model, to predict roof-level dilution, D r . As in the previous models, the ASHRAE 
(2003) model estimates dilution on the plume centre-line. Descriptions of the 
ASHRAE dilution models have been provided in a previous section (see "Dilution 
models for an open fetch"). Further details and assumptions used in this study are 
given below. 

D r ASHRAE (2003) 

Assumption No. 1: stack height, h s =0 

In applying the D r model (Eqs. 15-18), the final rise plume height h, must be 
specified (Equation 7 in Chapter 1). According to ASHRAE (2003), proper stack 
design suggests that h should be greater than the smallest height required to avoid 
a critical receptor, assuming a 5:1 slope of the plume (see Figure 15 in Chapter 1). 
This smallest height is referred to as h sma n. ASHRAE (2003) specifies that "If the 
plume height is less than h sman but higher than any rooftop obstacle or recircula- 
tion zone (h, op - see Figure 1 5 - Chapter I), then only the physical height above h, op 
should be used to compute plume height rather than the full physical stack 
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height. " If the plume height does not reach h top , ASHRAE (2003) recommends the 
use of another dilution model (D s ), which does not consider plume rise. 

In a design situation, the value of h sma n depends on the location of the critical 
receptor (e.g. fresh air intake). It also depends on the exhaust velocity and the 
design wind speed, since these parameters determine the minimum plume rise (see 
Equation 8 in Chapter 1). However, in the present study, it is simply assumed that 
h sma n is large, as would be the case for a leeward wall intake, and thus, h is always 
less than h sma u. It is also assumed that the momentum plume rise always exceeds 
the maximum height of the roof re-circulation zones, h top . Consequently, since h top 
< h < h sma n, stack height has not been included in the calculation of h. 

The predicted re-circulation zones corresponding to tests carried out with stack 
locations SL1 and SL2 are shown in Figure 11. Estimated values of h sma n are 
indicated for intakes A, B and C, located on the leeward walls of the skylight 
structure, penthouse and main building, respectively. Note that this figure is 
strictly applicable only for winds that are nearly normal to the northwest wall of 
the building. This condition was generally not satisfied for the SL1 tests (Oct. 12, 
2000, Nov. 15, 2000), in which oblique winds likely produced conical vortices at 
leading edges of the building and roof structures. Nevertheless, Figure 11 will be 
used for the analysis of SL1 tests as well as SL2 tests, based on the assumption that 
the dimensions of re-circulation zones for SL1 tests are roughly similar to those 
indicated. 

Assumption No. 2: no averaging time correction 

The D r model assumes an averaging time of 2 minutes. Values of lateral plume 
spread are adjusted for other averaging times using the 0.2 power law (see Equa- 
tion 15 in Chapter 1). However, if the stack tip and receptor are in the same 
re-circulation zone dilution is not expected to be sensitive to averaging time 
(ASHRAE, 2003). In the present case, since some samplers were in a roof 
re-circulation zone with the stack, no averaging time correction has been made. 
Furthermore, the correction would be small anyway since the actual sampling time 
was only 5 minutes. 

D^,, ASHRAE (1999) 

Assumption No. 1 : stack height, h s =0 

The D m j n model is applicable for exhaust vents that are flush with the roof and for 
stacks that do not exceed the height of rooftop structures (ASHRAE, 1999). In the 
present case study, although the 3 m stack was slightly higher than the skylight 
rooftop structure, the effective stack height is considered to be zero for both 1 m 
and 3 m stacks. 
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Figure 11. ASHRAE geometric design method for stack locations 1 and 2: stack height 3m 

and lm. 



Assumption No. 2: no averaging time correction 

The "Dmm model assumes an averaging time of 10 minutes. However, if the stack 

tip and receptor are in the same re-circulation zone, dilution is not expected to be 

sensitive to averaging time (ASHRAE, 1999). In the present case study, since 

some samplers were in a roof re-circulation zone with the stack, no averaging time 

correction has been made. 

Assumption No. 3: distance dilution parameter, B t = 0.059 

The distance dilution parameter, B b is a function of the amount of turbulence in 

the approaching flow, as shown in Equation 15 (Chapter 1). The recommended 

design value of Bi for an urban area is 0.059, based on the assumption that Oe = 

15°. Although ae was not directly measured on the BE building, high values of 

longitudinal and lateral turbulence intensity measured during the tests indicate that 

Oe > 15°. Nevertheless, the default value of Bi was chosen to provide conservative 

estimates of dilution. 
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ASHRAE dilution model comparisons. Field data from the tests at stack loca- 
tions SL1, SL2 and SL4 have been used to evaluate the ASHRAE models. Recall 
that the ASHRAE models are not applicable for the SL3 tests, which were per- 
formed with the Faubourg building upwind. Except for the SL4 test (Nov. 21, 
2002), the selected tests were generally performed in strong wind conditions. 
Figure 12a shows 5-min dilution data plotted versus distance from the stack, 
located at SL1. The data were obtained with the 1 m stack and M=5.5 on Oct. 12, 
2000 hr. 1 test. Also plotted are ASHRAE (2003) D r curves for rooftop and 
skylight receptors and the ASHRAE (2001) D m ;„ curve. Relatively low values of 
dilution (100<D<200) were measured near the stack (S~10 m), while at the most 
distant sampler, located on the 4 m high penthouse, the average dilution during the 
test was approximately 1000. Generally, the D m j n model provides an acceptable 
lower bound to the data, although dilution data obtained at one rooftop sampler 
and one skylight sampler were less than the predicted values. On the other hand, 
the D r curve for rooftop samplers significantly overestimates the measured dilu- 
tion values near the stack (S<25 m). The actual plume rise in this case may have 
been less than that predicted by the model due to high turbulence in the leading 
edge re-circulation zone. Note, however, the D r curve plotted for the skylight 
samplers fits the data well. The dilution indicated for the skylight samplers is 
lower due to the lower value of h, the height of the plume above the roof surface on 
which the samplers are located. 

Figure 12b shows test results and model predictions for low M (SL1, M=2.5) 
Oct. 12, 2000 hr. 2 test. In this case, the D r model is conservative for both rooftop 
and skylight samplers - under-predicting the measured dilutions by approximately 
a factor of two at most locations. The D m j n curve fits the data quite well. 

Figure 13 shows data obtained during the Nov. 21, 2002 tests with the 1 m 
stack at SL4 (M=5.6, M=10.5). Note that the 3 samplers farthest from the stack 
were wall samplers. Comparing the two data sets, the effect of M (exhaust veloc- 
ity) is evident. Near the stack (S~10 m), the minimum dilution at a rooftop 
sampler was approximately 300 for M=5.6. Increasing M to a value of 10.5 in- 
creased the minimum dilution at this sampler by a factor of 3 (D~ 1000). Farther 
from the stack, the effect of M appears to be less significant. At S~30 m, minimum 
dilution obtained for M=10.5 is approximately 40% larger than that obtained for 
M=5.6. This appears to support the use of a two-component dilution model, like 
Dmm that takes into account initial dilution near the stack and distance dilution. 

The D m j n model again provides an acceptable lower bound to the data, although 
it is overly conservative near the stack since it does not take into account the 
apparent dilution due to plume rise. The D, curve for the skylight samplers fits the 
high M data well but is overly conservative for the M=5.6 data set. On the other 
hand, the D r curve for the rooftop samplers fits the low M data reasonably well. 
However, the model is not conservative in predicting dilution at rooftop samplers 
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for the high M case with predicted values approximately twice as large as the 
measured minimum dilutions at each location. This may indicate that the model 
overestimated the plume rise in this case. 
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12. Comparison of field test dilution data with ASHRAE (1999) D min and ASHRAE 
(2003) D r provisions: Oct. 12-00: hour 1 and hour 2 test. 
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13. Comparison of field test dilution data with ASHRAE (1999) D mln and ASHRAE 
(2003) Dr provisions: Nov.21-02 test: hour 1 and hour 2. 



2.2 Design guidelines 

The following provides a summary of various design guidelines formulated on the 
basis of results obtained in the study: 
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Stack location: 

For open fetch situations, it is better to place the stack near the center of the roof. 
In this way, the leading edge re-circulation zone is avoided, thus, maximizing 
plume rise. In addition, the required plume height to avoid contact with leeward 
wall receptors is minimized. 

For the case of a taller building upwind of the emitting building, the center of 
the roof may not be the optimum stack location for receptors on the emitting 
building. Concentrations over most of the roof can be reduced by placing the stack 
near the leading edge. However, this stack location will result in higher concen- 
trations on the leeward wall of the adjacent building. Naturally, this depends on 
the distance between the two buildings. 
Stack height: 

For open fetch situations, increasing the stack height from 1 m to 3 m reduces 
concentrations near the stack by approximately a factor of two. Far from the stack 
(x > 20 m), the effect is negligible. A stack height of at least 5 m is required to 
provide significant reduction of k at such distances. 

For an upwind adjacent building, small changes in stack height have little ef- 
fect on concentration. 
Stack exhaust speed: 

Increasing stack exhaust speed by a factor of 2.5 reduces concentrations near the 
stack by the same factor. For distant receptors (x>20 m), the effect of exhaust 
speed depends on the M-value (the ratio of exhaust speed to wind speed). In the 
low M range (1.5<M<4.5), which is typical of wind speeds exceeding 5 m/s, 
increasing exhaust speed may not be beneficial for distant receptors because the 
plume rise may not be sufficient to avoid them. On the other hand, for light wind 
conditions, doubling the exhaust speed may cause M to be high enough so that 
concentrations are reduced over the entire roof. 
ASHRAE (2003) vs ASHRAE (1999) model: 

The ASHRAE (1999) D min model is less conservative than the ASHRAE (2003) 
D r model and significantly better for distant samplers (S>30m). 

For the typical design situation of low M cases (2.5<M<3.5), the ASHRAE 
(2003) D r model appears to be overly conservative, especially for distant samplers 
- it underestimates dilution by a factor of 10 for receptors located more than 30 m 
from the stack. For high M cases (M~10), i.e. low wind speed, the ASHRAE 
(2003) D r model is not conservative for samplers near the stack. 
Placement of fresh air intakes: 

The case of an emitting low building in the wake of a taller building was partic- 
ularly investigated. For wind coming from the direction of the taller building: 

intakes on emitting building should be placed on its leeward wall if 

possible. 

intakes should not be placed on leeward wall of upwind building. 
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3. Concluding Remarks 

The results are encouraging because they demonstrate the general adequacy of 
the wind tunnel data to represent real design situations. In the case of pedestrian 
level winds, both experimental and computational approaches can produce useful 
data. In the case of pollutant (exhaust) dispersion, the limitations of the ASHRAE 
models to predict real dilutions for particular building configurations and stack 
locations were shown. The design guidelines provided in this chapter will be helpful 
to ventilation design engineers to tackle a multi-faceted complicated problem, for 
which codes and standards are either mute or extremely general to apply to specific 
cases of particular real conditions. 
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1. Introduction 

Computational Wind Engineering (CWE) is the application of computational 
methods to Wind Engineering problems. While CWE is more than Computational 
Fluid Dynamics (CFD) alone, CFD has so far constituted the major part of CWE. 

Many problems in Wind Engineering can be tackled by one of three ap- 
proaches, or a combination of these: (1) on-site measurements, (2) reduced-scale 
wind tunnel measurements or (3) numerical simulation based on CFD. Deciding 
which approach is most appropriate for a given problem is not always straightfor- 
ward, as each approach has specific advantages and disadvantages. An important 
disadvantage of on-site measurements and wind tunnel measurements is that usu- 
ally only point measurements are obtained. Techniques such as Particle Image 
Velocimetry (PIV) and Laser-Induced Fluorescence (LIF) in principle allow planar 
or even full 3D data to be obtained, but the cost is considerably higher and applica- 
tion for complicated geometries can be hampered by laser-light shielding by the 
obstructions constituting the model, e.g. in case of an urban model consisting of 
many buildings. Another disadvantage is the required adherence to similarity crite- 
ria in reduced-scale testing. This can be a problem for, e.g., multiphase flow 
problems and buoyant flows. Examples are the transport and deposition of sand, 
dust, rain, hail, and snow, and buoyancy-driven natural ventilation and pollutant 
dispersion studies. 

Numerical modeling with CFD can be a powerful alternative because it can 
avoid some of these limitations. It can provide detailed information on the relevant 
flow variables in the whole calculation domain ("whole-flow field data"), under 
well-controlled conditions and without similarity constraints. However, the accu- 
racy of CFD is an important matter of concern. Care is required in the geometrical 
implementation of the model, in grid generation and in selecting proper solution 
strategies. The latter include choices between solving the steady Rey- 
nolds-averaged Navier-Stokes (RANS) equations, the unsteady RANS (URANS) 
equations, using Large Eddy Simulation (LES) or using hybrid URANS/LES, 
between different turbulence models, discretization schemes, etc. In addition, nu- 
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merical and physical modeling errors need to be assessed by solution verification 
and validation studies. CFD validation in turn requires high-quality full-scale or 
reduced-scale measurements to be compared with the simulation results. 

Just as Wind Engineering itself, CWE is a broad field. It encompasses topics 
ranging from turbulence model development to applications such as pedes- 
trian-level wind conditions, natural ventilation of buildings, pollutant dispersion, 
wind-structure interaction and wind energy. This wide range of topics is reflected 
in the international journals on Wind Engineering, the proceedings of conferences 
on (Computational) Wind Engineering and the variety of projects carried out at 
universities, knowledge institutes and companies all over the world. 

This chapter on CWE focuses on CFD in Wind Engineering. It starts with some 
theoretical information on CFD, including the governing equations, information on 
their approximate forms used in CWE and on the important parameters for CFD 
simulations. Next, the historical background of CWE is discussed. Also the main 
efforts that have been made towards providing best practice guidelines for CWE 
are reported. The historical background and the best practice guidelines provide the 
starting point for discussing two important categories of CWE applications: pedes- 
trian-level wind conditions and pollutant dispersion around buildings. The 
application discussions are not intended to be complete, rather they are meant to 
provide some important headlines. Finally, the chapter ends with a discussion and 
conclusions section. 

2. Theory 

2.1. Governing equations and approximate forms 

Navier-Stokes equations. The governing equations are the three laws of conserva- 
tion: (1) conversation of mass (continuity); (2) conservation of momentum 
(Newton's second law); and (3) conservation of energy (first law of thermody- 
namics). While strictly, the term Navier-Stokes (NS) equations only covers 
Newton's second law, in CFD it is used to refer to the entire set of conservation 
equations. The instantaneous three-dimensional NS equations for a confined, in- 
compressible, viscous flow of a Newtonian fluid, in Cartesian co-ordinates and in 
partial differential equation form are: 

13L = da) 

dX; 
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The vectors Uj and Xj are instantaneous velocity and position, p is the instantaneous 
pressure, 6 the instantaneous temperature, t is time, p is the density, v is the mo- 
lecular kinematic viscosity, c p the specific heat capacity, k the thermal conductivity 
and Sij is the strain-rate tensor: 
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In case of multi-component flow, an advection-diffusion equation for species con- 
centration, similar to that for temperature, is added: 
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where c is the instantaneous concentration and D the molecular diffusion coeffi- 
cient or molecular diffusivity. Additional terms can be added to these equations, 
e.g. the gravitational acceleration term and the buoyancy term in the momentum 
equations. 

As directly solving the NS equations for the high-Reynolds number flows in 
CWE is currently prohibitively expensive, approximate forms of these equations 
are solved. Two main categories used in CWE are RANS and LES. In addition, 
hybrid RANS/LES approaches are sometimes used. 



Reynolds-averaged Navier-Stokes equations. The RANS equations are derived 
by averaging the NS equations (time-averaging if the flow is statistically steady or 
ensemble-averaging for time-dependent flows). With the RANS equations, only 
the mean flow is solved while all scales of the turbulence are modeled (i.e. ap- 
proximated). The averaging process generates additional unknowns and as a result 
the RANS equations do not form a closed set. Therefore approximations have to be 
made to achieve closure. These approximations are called turbulence models. Up 
to now, RANS has been the most commonly used approach in CWE. Therefore, 
more detailed information about this approach is given below. 
The RANS equations are obtained by decomposing the solution variables as they 
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appear in the instantaneous NS equations (Eqs. la-c,e) into a mean (ensem- 
ble-averaged or time-averaged) and a fluctuation component. For an instantaneous 
vector a and an instantaneous scalar § this means: 



A + a' 



3 + 1' 



(2) 



where A and S are the mean and a' and "E? the fluctuation components (around 
the mean). Replacing the instantaneous variables in Eq. (la-c,e) by the sum of the 
mean and the fluctuation components and taking an ensemble-average or 
time-average yields the RANS equations: 
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Here, U;, P, 6 and C are the mean velocity, pressure, temperature and concentra- 
tion, Uj', p', 0' and c' are the fluctuation components and Sjj is the mean strain-rate 
tensor: 
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The horizontal bar in the equations denotes averaging. When comparing the set of 
equations (Eq. 1) with the instantaneous set (Eqs. 3-4), the similarity between both 
sets is observed, but also that the averaging process has introduced new terms, 
which are called the Reynolds stresses (for momentum), turbulent heat fluxes and 
turbulent mass fluxes. They represent the influence of turbulence on the mean 
flow, the heat transfer and the mass transfer. The instantaneous NS equations (Eq. 
la-c,e) form a closed set of equations (six equations with six unknowns: Uj, p, 
and c). The RANS equations do not form a closed set due to the presence of the 
Reynolds stresses and turbulent heat and mass fluxes (more unknowns than equa- 
tions). It is impossible to derive a closed set of exact equations for the mean flow 
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variables (Ferziger and Peric, 1996). Closure must therefore be obtained by mod- 
eling. The modeling approximations for the Reynolds stresses are called turbulence 
models. Turbulence models are briefly discussed in section 2.2. Note that for in- 
cluding the effect of density differences due to temperature or species 
concentrations, generally the Boussinesq approximation for buoyancy is applied 
(Bejan, 2004). 

A distinction has to be made between steady RANS and unsteady RANS 
(URANS). Steady RANS refers to time-averaging of the NS equations and yields 
statistically steady descriptions of turbulent flow. However, flow in the atmos- 
pheric boundary layer (ABL) is inherently unsteady, and therefore, strictly, an 
unsteady approach is required. URANS refers to ensemble-averaging of the NS 
equations. Franke et al. (2007) state that, since URANS also requires a high spatial 
resolution, it is recommended to directly use LES or hybrid URANS/LES. Re- 
gardless of spatial resolution, it is important to note that URANS does not simulate 
the turbulence, but only its statistics. In fact, URANS only resolves the unsteady 
mean-flow structures, while it models the turbulence. LES on the other hand actu- 
ally resolves the large scales of the turbulence. URANS can be a good option when 
the unsteadiness is pronounced and deterministic, such as von Karman vortex 
shedding in the wake of an obstacle with a low-turbulence approach flow. How- 
ever, given the relatively high turbulence in (approach-flow) atmospheric boundary 
layers, LES or hybrid URANS/LES should be preferred over URANS for these 
applications. 

As will be shown in the section on applications, steady RANS is by far most 
often used in CWE, in spite of its deficiencies. Studies that have employed un- 
steady RANS (URANS) are scarce. LES on the other hand is increasingly used. 

Large Eddy Simulation. In the LES approach, the NS equations are filtered, 
which consists of removing only the small turbulent eddies (that are smaller than 
the size of a filter that is often taken as the mesh size). The large-scale motions of 
the flow are solved, while the small-scale motions are modeled: the filtering proc- 
ess generates additional unknowns that must be modeled in order to obtain closure. 
This is done with a sub-filter turbulence model. LES generally shows superior 
performance compared to RANS and URANS, because a large part of the unsteady 
turbulent flow is actually resolved. However, the required computational resources 
increase significantly, the inlet boundary condition requires time and space re- 
solved data and a larger amount of output data is generated. It is expected that for 
particular applications, when accurate reproduction of large-scale turbulent struc- 
tures and the related heat and mass transport are important, e.g. in pollutant 
dispersion studies, LES will increasingly replace RANS. 
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Hybrid approaches. The hybrid URANS/LES approach employs URANS in the 
near-wall region and LES in the rest of the domain. This approach is based on the 
fact that near walls, the turbulent eddies are very small and resolving them with 
LES could become prohibitively expensive. Note that this does not mean that 
stand-alone LES can not yield good results for wall-bounded flows; in these situa- 
tions often wall functions are used. A well-known hybrid approach is Detached 
Eddy Simulation (Spalart et al., 1997), in which LES is combined with the 
one-equation Spalart-Allmaras turbulence model (Spalart and Allmaras, 1992). 
The application of hybrid approaches is not straightforward: URANS and LES are 
fundamentally different approaches with specific grid requirements which have to 
be matched where the switch between both occurs. 

2.2. Turbulence models for RANS and URANS 

Two main types of models can be distinguished: first-order closure and sec- 
ond-order closure models. First-order closure uses the Boussinesq eddy-viscosity 
hypothesis to relate the Reynolds stresses to the velocity gradients in the mean 
flow. Similarly, the turbulent heat fluxes are related to the mean temperature gra- 
dients, and the turbulent mass fluxes to the mean concentration gradients. 
Second-order closure refers to establishing and solving additional transport equa- 
tions for the Reynolds stresses and the turbulent heat and mass fluxes. 

First-order closure is the simplest approach. The Boussinesq eddy-viscosity 
hypothesis calculates the Reynolds stresses as the product of a turbulent (eddy) 
viscosity and the mean strain-rate tensor: 

-u>/ = 2v t S 1J -|k5 1J (5) 

where v, is the turbulent viscosity (also called momentum diffusivity), k is the 
turbulent kinetic energy and 8;j is the Kronecker delta: 

-uTu/ (6) 

2 ' ' 

1 for i = j (?) 

for i * j 

In first-order closure, the turbulence models need to provide expressions for the 
turbulent (eddy) viscosity, and are called eddy-viscosity models. A distinction is 
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made between linear and non-linear eddy- viscosity models. Examples are the 
one-equation Spalart-Allmaras model (Spalart and Allmaras, 1992), the standard 
k-e model (Jones and Launder, 1972) and its many modified versions, such as the 
Renormalization Group (RNG) k-e model (Yakhot and Orszag, 1986) and the 
realizable k-E model (Shih et al., 1995), the standard k-co model (Wilcox, 1998) 
and the k-co shear stress transport (SST) model (Menter, 1997). 

Similarly, the standard approximation for the turbulent flux of scalar quantities 
is the gradient-diffusion assumption, by which the turbulent heat and mass flux can 
be obtained as: 
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where D, t and D ct are the turbulent heat and mass diffusivities, which are generally 
related to the momentum diffusivity by the turbulent Prandtl number Pr t and the 
turbulent Schmidt number Sc t , respectively: 
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Neither D, t , nor D c , is a fluid property. Instead, they are a function of the type of 
flow pattern. The same holds for Pr t and Sc t . Nevertheless, often constant values 
are used for Pr t and Sc t in CFD simulations. 

Second-order closure is also referred to as second-moment closure or Reynolds 
Stress modeling (RSM). It consists of establishing and solving additional transport 
equations for each of the Reynolds stresses and the turbulence dissipation rate. 
Second-order closure is also possible for the turbulent heat and mass fluxes, but 
this option is not often used in CWE. 

2.3. Computational model, domain and grid 

The computational model refers to the geometrical representation of the obstacles 
(buildings, bridges, trees, ...) in the computational domain (Fig. 1). Three main 
modeling levels are distinguished (Blocken et al., 2007a): (1) the region of interest, 
in which the obstacles are modeled explicitly, i.e. with their actual shape, although 
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less important details (e.g. roof and facade details for buildings) can generally be 
ignored; (2) the intermediate region at a larger distance from the region of interest, 
in which the obstacles are also explicitly represented, but only with their main 
shape; (3) the outer region, in which the obstacles are modeled implicitly, i.e. their 
geometry is not included in the domain but their effect on the flow is modeled in 
terms of roughness parameters, e.g. by means of roughness modifications to wall 
functions applied at the bottom of the computational domain. In Figure 1 , the re- 
gion of interest and the intermediate region are located in the central part of the 
domain, while the outer region is located in the upstream and downstream part. 



outlet plane 



incident flow 
approach flow 
inlet flow 




downstream part of 

computational 

domain 



central part of 
computational 
domain 



upstream part of 

computational 

domain 



Figure 1. Computational domain with building models, indication of different parts in the 
domain for roughness modeling and definition of inlet flow, approach flow and incident 
flow (Blocken et al, 2007a). 



The computational domain encloses the region of the explicitly and implicitly 
modeled obstacles. It defines the location of the inlet boundary, the outlet bound- 
ary, the ground boundary, the side boundaries and the top boundary. All 
boundaries (except the ground boundary) should be located at a sufficiently large 
distance from the region of interest in order not to significantly influence the cal- 
culation results in this region. Several authors have provided guidelines for the 
distance between the obstacles in the region of interest and the boundaries. These 
guidelines are generally expressed in terms of minimum distances between the 
explicitly modeled obstacles in region of interest and the boundaries, or in terms of 
maximum values of the blockage ratio, i.e. the ratio between the projected frontal 
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area of the explicitly modeled obstacles to the cross-section of the domain. Franke 
et al. (2004, 2007) and Tominaga et al. (2008a) provided recommendations in 
terms of both criteria. Generally, it can be stated that the distance between the 
region of interest and the inlet and side boundaries should be at least 5H max , where 
H m ax is the height of the highest building in the region of interest. The distance 
from the outlet should be at least 1 5H max , and the height of the domain at least 
6H max . The recommended maximum blockage ratio is 3%. In addition, Blocken et 
al. (2004) mention that, for buildings with an extension in the lateral direction 
much larger than the height, or vice versa, the ratio of the lateral extension of the 
computational domain to its height should be similar to the width-to-height ratio of 
the building. When numerically reproducing wind tunnel experiments on the other 
hand, the cross-sectional area of the computational domain can be taken equal to 
that of the wind tunnel. For LES, it should be noted that the size of the domain 
restricts the size of the largest vortical structures that can be reproduced (Franke et 
al., 2007, Richards et al., 2007), and that therefore - except when reproducing 
wind tunnel experiments - a larger domain can be required. 

The computational grid is the spatial discretization of the computational do- 
main, which is generally performed with control volumes or finite elements. 
Generating a high-quality grid is very important to obtain accurate and reliable 
CFD results. Two main categories can be distinguished: body-fitted (BF) grids and 
immersed-boundary (IB) grids. BF grids represent the conventional approach in 
which the grids are built based on the shape of the solid flow boundaries, and are 
conform to these boundaries (Fig. la). In immersed boundary (IB) grids on the 
other hand, the grid does not conform to the solid boundary defined by the shape of 
the body in the flow (Mittal and Iaccarino, 2005) (Fig. lb). Therefore, the bound- 
ary conditions on the body surface are not imposed directly, but instead an extra 
term, called the forcing function, is added to the governing equations, or the dis- 
crete numerical scheme is altered near the boundary. An example of BF and IF 
grids for the same urban area is shown in Fig. lc-d (Yoshie et al., 2007). An im- 
portant advantage of IB grids, especially for large computational domains, is the 
speed of grid generation. Furthermore, IB grids are often structured, while BF grids 
are generally unstructured and consist of tetrahedral cells which can generate larger 
discretization errors and can give rise to convergence problems, especially in com- 
bination with second-order discretization schemes. BF grids on the other hand 
allow higher quality boundary cells and more efficient local grid refinement near 
the boundaries. A main disadvantage of BF grids is that standard automatic or 
semi-automatic generation of an unstructured grid also allows insufficient control 
of local grid resolution, grid stretching, control volume skewness and aspect ratio. 
To remediate these disadvantages of BF grids, van Hooff and Blocken (2010) 
presented a specific BF grid generation technique to efficiently and simultaneously 
construct the geometry and the computational grid with full control over grid reso- 
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lution and quality of the grid cells. This technique consists of a series of extrusion 
operations, i.e. creating the geometry and the grid based on geometrical translation 
and rotation operations of pre-meshed 2D cross-sections. It can be applied to sim- 
ple building geometries as well as very complex urban geometrical configurations. 
It allows constructing high-resolution and high-quality grids in which tetrahedral 
cells are avoided (van Hoof and Blocken 2010). Fig. 3 shows an example of the BF 
grid generated using this technique, to calculate coupled urban wind flow and 
indoor natural ventilation for a large multifunctional stadium in an urban environ- 
ment. 
a b 
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Figure 2. (a-b) Schematic representation of (a) body-fitted grid and (b) immersed boundary 
grid, (c-d) Body-fitted and immersed boundary grids for the Shinjuku Sub-central area in 
Tokyo, Japan (Fig. c-d: courtesy of R. Yoshie and Y. Tominaga; (Yoshie et al. 2007)). 



Irrespective of the type of grid used, a grid-sensitivity study on at least three 
systematically refined grids should always be performed. Often, a refinement fac- 
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tor V2 is applied, as a factor 2 in three dimensions (2 3 = 8) would lead to refined 
grids that could be too large compared to the computational resources available. 
More information on grid generation and grid quality can be found in e.g. Casey 
and Wintergerste (2000), Scaperdas and Gilham (2004), Bartzis et al. (2004), 
Franke et al. (2007), Tominaga et al. (2008a) and van Hooff and Blocken (2010). 




Figure 3. High-resolution body-fitted computational grid (5.6 million cells) for coupled 
urban wind flow and indoor natural ventilation of a multifunctional stadium (van Hooff and 
Blocken 2010). 



2.4. Boundary conditions 

As detailed information on boundary conditions can be found in the available 
best practice guideline documents (see section 4), only some headlines and the 
important issue of boundary condition consistency are mentioned here. 

The inlet boundary conditions for RANS simulations are the vertical profiles of 
the mean wind speed (see Fig. 1) and the turbulence quantities (e.g. k and e for the 
k-e turbulence model. Different types of outlet boundary conditions exist, which 
generally have a limited influence on the results if the outlet is placed at a suffi- 
ciently large distance from the region of interest. Symmetry conditions are often 
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used at the sides and the top of the domain, although especially for the top bound- 
ary condition, better options exist that take into account the shear exerted by the 
upper air layers on the air in the domain (Blocken et al., 2007a, Franke et al., 2007, 
Hargreaves and Wright, 2007). At solid walls, wall functions are often used, e.g. 
the standard wall functions by Launder and Spalding (1974). Wall functions can be 
equipped with roughness parameters (the equivalent sand-grain roughness height 
k s or the aerodynamic roughness length z ) to take into account the roughness of 
the terrain and of the obstacle surfaces. 

An important problem in CFD simulations of atmospheric boundary layer flow, 
which is related to the selection of boundary conditions, are the unintended 
changes (called streamwise gradients or horizontal inhomogeneity) that occur in 
the vertical profiles of mean wind speed and turbulence quantities as they travel 
from the inlet of the computational domain towards the modeled buildings (Fig. 1). 
This problem is described in detail in (Blocken et al., 2007a). It can dramatically 
affect the quality of the simulation results, as shown by Blocken et al. (2007b) for 
pedestrian-level wind conditions. The reason is the inconsistency between the inlet 
boundary conditions, the wall functions and their roughness parameters, the com- 
putational grid and the turbulence model (Blocken et al., 2007a). To solve this 
problem, Richards and Hoxey (1993) provided inlet profiles and wall boundary 
conditions that are consistent with the standard k-E model. Their effort however 
was focused on z -type wall functions, i.e. wall functions in which the aerody- 
namic roughness length z is present as a roughness parameter. As many - 
commercial - CFD codes employ k s -type wall functions, i.e. with the equivalent 
sand-grain roughness height k s as a roughness parameter, Blocken et al. (2007a) 
derived the specific relationships between k s and z , for Fluent 6 and Ansys CFX. 
It should be noted that the difference between k s and z is typically a factor 20 or 
30. Hargreaves and Wright (2007) provided modifications to the wall functions in 
CFX to address the same problem. Yang et al. (2009) suggested new and more 
realistic inlet profiles for the turbulence quantities, to be used in combination with 
the k s -z relationships by Blocken et al. (2007a). Finally, Gorle et al. (2009) dem- 
onstrated that further consistency with the inlet profiles by Yang et al. (2009) and 
the k s -z relationships by Blocken et al. (2007a) could be achieved by converting 
turbulence model constants in the standard k-e model into functions. These efforts 
focused on steady RANS simulations. 

The major difference between boundary conditions for RANS and LES is at the 
inlet. As mentioned earlier, LES requires time and space resolved inlet boundary 
conditions. Also with LES, the roughness of the ground boundary is of critical 
importance. 
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2.5. Numerical approximations 

A wide range of discretization schemes exists. First order schemes should be 
avoided as they can yield considerable numerical (artificial) diffusion. Higher 
order schemes should be used for both space and time discretization. 

2.6. Time step size and number of time steps 

For unsteady simulations, the time step size and the number of time steps need to 
be chosen. Data sampling should only occur after a sufficient number of travelling 
times (flow through the domain from inlet to outlet), to remove the effects of the 
initialization. The time step can be chosen based on the highest frequency or based 
on the grid cell size and the Courant-Friedrichs-Lewy (CFL) number. The period 
corresponding to the highest frequency should be divided into at least 10-20 time 
steps (Menter et al., 2002, Franke et al., 2007). Irrespective of these guidelines, a 
time-step sensitivity study should be conducted. 

2.7. Convergence criteria 

Terminating the iterative procedure is based on convergence criteria, often ex- 
pressed in terms of so-called scaled residuals, the decrease of which is an 
indication of the obtained level of convergence. It is important to note that many 
(commercial) CFD codes recommend values for the scaled residuals that are 
(much) too lenient (e.g. 0.001), which can give rise to large and sometimes very 
large errors in the CFD results. It is recommended to set the scaled residuals at 
machine accuracy level, and to monitor convergence of the most important vari- 
ables at several positions in the region of interest. 

2.8. Errors, validation and verification 

Five types of errors can be distinguished: (1) physical modeling errors, (2) com- 
puter round-off errors, (3) iteration-convergence errors, (4) discretization errors 
and (5) computer-programming errors. Error assessment can be done by validation 
and verification studies. 

Physical modeling errors are those, which are due to uncertainty in the formu- 
lation of the model and to deliberate simplifications of the model (NASA 2004). 
Examples are employing the RANS equations in combination with the Boussinesq 
eddy-viscosity hypothesis and/or a given turbulence model, using specific con- 
stants in the turbulence model, simplifications of the model geometry, using wall 
functions, modeling the surface roughness, simplifications in the boundary condi- 
tions, etc. 

Computer round-off errors are generally not considered significant when com- 
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pared with other errors (NASA, 2004). If they are suspected to be significant, one 
can perform a test by running the code at a higher precision. 

Iteration-convergence errors are introduced because the iterative procedure has 
to be stopped at a certain moment in time. As mentioned in section 2.7, setting 
stringent convergence criteria and monitoring convergence is important. 

Discretization errors originate from the representation of the governing equa- 
tions and the equations of the turbulence model on a mesh that represents a 
discretized computational domain. For unsteady calculations, also time discretiza- 
tion causes discretization errors. As mentioned earlier, grid-sensitivity and 
time-step sensitivity studies are imperative. In addition, the discretization error can 
be estimated using methods described in e.g. (Ferziger and Peric, 1996, Franke and 
Frank, 2008). 

Computer-programming errors are due to mistakes made in writing the com- 
puter code. These types of errors can be discovered by systematically performed 
verification and validation studies and by comparing the results of the code with 
those of a similar code. 

Validation and verification are terms that have a specific meaning in the con- 
text of CFD simulations. This meaning can differ from the one that is common in 
other domains of science. In CWE, validation refers to assessment of physical 
modeling errors, while verification refers to assessment of the other four types of 
errors. According to the "Guide for the Verification and Validation of Computa- 
tional Fluid Dynamics Simulations" (AIAA, 1998), validation refers to identifying 
and quantifying errors by comparing simulation results with experimental data, 
whereas verification refers to identifying and quantifying the errors in the model 
implementation and the solution. Verification therefore consists of two aspects: (1) 
verification of the code and (2) verification of the calculation/solution. The former 
includes removing computer-programming errors; the latter comprises determin- 
ing/limiting the iteration-convergence error and the discretization errors. In brief, 
the difference between validation and verification can be explained as follows: 
validation refers to the question: "Are the right equations solved?", while verifica- 
tion refers to the question: "Are the equations solved correctly?". It is noted that 
validation is more an engineering than a mathematical task while for verification, 
the opposite holds. Ideally, in CFD studies, code verification should be performed 
first. Next, in a given CFD simulation, solution verification should be applied. 
Only when the numerical errors have been assessed and limited as much as possi- 
ble, CFD validation by comparison with high-quality experimental data should be 
performed. Only performing validation without verification does not allow distin- 
guishing the origin of the discrepancies between CFD results and experimental 
results, and can be misleading; it is possible that numerical and physical modeling 
errors (partly) cancel each other for some variables in some part of the computa- 
tional domain. 
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3. Historical Background of CWE 

CFD simulation of wind flow around buildings started with fundamental studies 
for isolated buildings, often with a cubical shape, to analyze the velocity and pres- 
sure fields (Vasilic-Melling, 1977, Hanson et al., 1986, Paterson and Apelt, 1986, 
1989, 1990, Murakami et al., 1987, 1990, 1992, Murakami and Mochida, 1988, 
1989, Baskaran and Stathopoulos, 1989, 1992, Stathopoulos and Baskaran, 1990, 
Murakami, 1990a, 1990b, 1993, Baetke et al., 1990, Mochida et al, 1993). To- 
gether with later studies, they laid the foundations for the current best practice 
guidelines, by focusing on the importance of grid resolution (Murakami and Mo- 
chida, 1989, Murakami 1990a, 1990b, Baskaran and Stathopoulos, 1992), the 
influence of the boundary conditions on the numerical results (Murakami and 
Mochida, 1989, Paterson and Apelt, 1990, Baetke et al, 1990, Stathopoulos and 
Baskaran, 1990, Baskaran and Stathopoulos, 1992) and by comparing the per- 
formance of various types of turbulence models in steady RANS simulations 
(Baskaran and Stathopoulos, 1989, Murakami et al, 1992, Murakami, 1993, Mo- 
chida et al., 2002). Also comparisons of RANS versus LES were performed 
(Murakami et al, 1990, 1992, Murakami 1990b, 1993). In the past, especially the 
deficiencies of using the steady RANS approach with the standard k-s model for 
wind flow around buildings were addressed. These include the stagnation point 
anomaly with overestimation of turbulent kinetic energy near the frontal corner and 
the resulting underestimation of the size of separation and recirculation regions on 
the roof and the side faces, and the underestimation of turbulent kinetic energy in 
the wake resulting in an overestimation of the size of the cavity zone and wake. 
Various revised linear and non-linear k-£ models and also second-moment closure 
models were developed and tested, and showed improved performance for several 
parts of the flow field (Baskaran and Stathopoulos, 1989, Murakami et al., 1992, 
Murakami, 1993, Wright et al., 2001, Mochida et al., 2002). However, the main 
limitation of steady RANS modeling remained: its incapability to model the inher- 
ently transient features of the flow field such as separation and recirculation 
downstream of windward edges and vortex shedding in the wake. These 
large-scale features can be explicitly resolved by LES. While URANS has hardly 
been used to study wind flow around buildings, early applications of LES for this 
purpose were already made by Murakami et al. in 1987, and later by Murakami et 
al. (1990, 1992) and Murakami (1990b). These studies illustrated the superior 
performance of LES compared to RANS. The studies mentioned above are not all 
studies that were performed for isolated buildings. But starting from the 1990s, 
supported by the previous studies and the increased computing performance and 
availability of CFD codes, fundamental studies gradually shifted their focus to 
multiple-building configurations, and also application studies were increasingly 
performed. In addition, the sensitivity of the CFD results to the large number of 
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computational parameters to be set by the user and the possibility of applying CFD 
in practice led to the development of best practice guidelines, as discussed in the 
next section. 

4. Best Practice Guidelines 

As mentioned before, in a typical CFD simulation, the user has to make a large 
number of choices. He or she has to choose the approximate equations describing 
the flow (steady RANS, URANS, LES or hybrid URANS/LES), the level of detail 
in the geometrical representation of the buildings, the size of the computational 
domain, the boundary conditions, the computational grid, the discretization 
schemes, the initialization data, the time step size and the iterative convergence 
criteria. These choices can have a very large impact on the results. Sensitivity 
studies that systematically investigate the impact of these choices and parameters 
are therefore important. 

Already since the start of the application of CFD for Wind Engineering in the 
70-ies and 80-ies, researchers have been testing the influence of these parameters 
on the results, which has provided a lot of valuable information (e.g. Murakami 
and Mochida, 1989, Baetke et al, 1990, Stathopoulos and Baskaran, 1990, Cowan 
et al., 1997, Hall, 1997). However, this information was dispersed over a large 
number of individual publications in different journals, conference proceedings 
and reports. In 2000, the ERCOFTAC 1 Special Interest Group on Quality and Trust 
in Industrial CFD published an extensive set of best practice guidelines for indus- 
trial CFD users (Casey and Wintergerste, 2000). The guidelines were focused on 
RANS simulations in general, but many of these guidelines also apply for CWE. 
Within the EC project ECORA 2 , Menter et al. (2002) published best practice 
guidelines based on the ERCOFTAC guidelines, but modified and extended spe- 
cifically for CFD code validation. Within QNET-CFD 3 , the Thematic Area on 
Civil Construction and HVAC (Heating, Ventilating and Air-Conditioning) and the 
Thematic Area on the Environment presented some best practice advice for the 
CFD simulations of wind flow and dispersion (Scaperdas and Gilham, 2004, 
Bartzis et al., 2004). 

In 2004, Franke et al. (2004) compiled a set of specific recommendations for 
the use of CFD in wind engineering from a detailed review of the literature. It was 
published as a keynote contribution in the final proceedings of the European 
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COST 4 Action C14: Impact of Wind and Storm on City Life and Built Environ- 
ment. Later, Franke et al. (2007) considerably extended this paper into an extensive 
"Best Practice Guideline for the CFD simulation of flows in the urban environ- 
ment". Like the ERCOFTAC guidelines, also these guidelines were primarily 
focused on steady RANS simulations, although also some information on URANS, 
LES and hybrid URANS/LES was provided. 

In Japan, working groups of the Architectural Institute of Japan (AIJ) con- 
ducted extensive cross-comparisons between CFD results and high-quality wind 
tunnel measurements to support the development of guidelines for practical CFD 
applications. Part of these efforts was reported by Yoshie et al. (2007). In 2008, 
Tominaga et al. (2008a) published the "AIJ guidelines for practical applications of 
CFD to pedestrian wind environment around buildings", and Tamura et al. (2008) 
wrote the "AIJ guide for numerical prediction of wind loads on buildings". While 
the former document focused on steady RANS simulations, the latter also consid- 
ered LES, given the importance of time-dependent analysis for wind loading of 
buildings and structures. 

Apart from these general guidelines, also a number of very specific guidelines 
were published, such as those for modeling equilibrium atmospheric boundary 
layers in computational domains, i.e. avoiding the occurrence of unintended 
streamwise gradients, as discussed in section 2.4. 

The establishment of these guidelines has been an important step towards more 
accurate and reliable CFD simulations. Note that, although several of the guideline 
documents mentioned above have been developed with focus on a particular topic 
(e.g., pedestrian-level wind conditions), most of the information is also applicable 
to many other CWE applications. 

5. Applications 



5.1. Pedestrian-level wind conditions 

Importance. High-rise buildings can introduce high wind speed at pedestrian 
level, which can lead to uncomfortable or even dangerous conditions. Wind dis- 
comfort and wind danger can be detrimental to the success of new buildings. Wise 
(1970) reports about shops that are left untenanted because of the windy environ- 
ment which discouraged shoppers. Lawson and Penwarden (1975) report the death 
of two old ladies due to an unfortunate fall caused by high wind speed at the base 
of a tall building. Today, many urban authorities only grant a building permit for a 
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new high-rise building after a wind comfort study has indicated that the negative 
consequences for the pedestrian wind environment remain limited. 

CFD versus wind tunnel experiments. Wind comfort studies require knowledge 
of at least the mean wind velocity vector field at pedestrian height (z = 1 .75 or 2 m). 
This information can be obtained by wind tunnel modeling or by CFD. Wind tun- 
nel tests are generally point measurements with Laser Doppler Anemometry 
(LDA) or Hot Wire Anemometry (HWA). In the past, also area techniques such as 
sand erosion (Beranek and van Koten, 1979, Beranek, 1982, 1984, Livesey et al. 
1990, Richards et al., 2002) and infrared thermography (Yamada et al., 1996, Wu 
and Stathopoulos, 1997, Sasaki et al., 1997) have been used. They are however 
considered less suitable to obtain accurate quantitative information. Instead, they 
can be used as part of a two-step approach: first an area technique is used to quali- 
tatively indicate the most important problem locations, followed by accurate point 
measurements at these most important locations (Blocken and Carmeliet, 2004a). 

One of the main advantages of CFD in pedestrian-level wind comfort studies is 
avoiding this time-consuming two-step approach by providing whole-flow field 
data. In spite of its deficiencies, steady RANS modeling with linear k-e models has 
become the most popular approach for pedestrian-level wind studies. Two main 
categories of studies can be distinguished: (1) fundamental studies, which are typi- 
cally conducted for simple, generic building configurations to obtain insight in the 
flow behavior, for parametric studies and for CFD validation, and (2) applied stud- 
ies, which provide knowledge of the wind environmental conditions in specific and 
often much more complex case studies. Fundamental studies - beyond the case of 
the isolated building - were performed by several authors including Baskaran and 
Stathopoulos (1989), Bottema (1993), Baskaran and Kashef (1996), Franke and 
Frank (2005), Yoshie et al. (2007), Blocken et al. (2007b, 2008a), Blocken and 
Carmeliet (2008), Tominaga et al. (2008b) and Mochida and Lun (2008). Apart 
from these fundamental studies, also several CFD studies of pedestrian wind con- 
ditions in complex urban environments have been performed (Murakami, 1990a, 
Gadilhe et al., 1993, Takakura et al., 1993, Stathopoulos and Baskaran, 1996, Bas- 
karan and Kashef, 1996, He and Song, 1999, Ferreira et al., 2002, Richards et al, 
2002, Miles and Westbury, 2002, Westbury et al., 2002, Hirsch et al, 2002, 
Blocken et al., 2004, Yoshie et al, 2007, Blocken and Carmeliet, 2008, Blocken 
and Persoon, 2009). Almost all these studies were conducted with the steady 
RANS approach and a version of the k-e model. An exception is the study by He 
and Song (1999) who used LES. 

Accuracy of CFD. Attempts to provide general statements about the accuracy of 
steady RANS CFD for pedestrian-level wind studies can easily be compromised by 
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the presence of a combination of physical modeling and numerical errors. State- 
ments on the accuracy of steady RANS with a certain turbulence model should 
therefore be based on CFD studies that have undergone solution verification, i.e. it 
should be proven that numerical errors are limited, so clear conclusions about the 
physical modeling errors can be made. Several studies have adopted this approach 
in their validation of CFD with wind tunnel measurements and on-site measure- 
ments. A general observation from these studies is that the prediction accuracy is a 
pronounced function of the location in the flow pattern (and therefore of the wind 
direction). While several validation studies have been performed for multi-building 
configurations, at least two of those have provided conclusions on the accuracy of 
steady RANS CFD that can be generalized: the extensive validation study by Yo- 
shie et al. (2007) for four different building and urban configurations and the 
validation study by Blocken and Carmeliet (2008). These two studies are discussed 
next. 

In the framework of the development of the AIJ guideline for wind environ- 
ment evaluation, Yoshie et al. (2007) reported validation studies for four different 
building and urban configurations: (1) an isolated square prism with ratio L:W:H = 
1:1:2, (b) an idealized high-rise building surrounded by regularly spaced low-rise 
buildings, (c) building complexes in the actual urban area of Niigata, Japan, and (d) 
building complexes in the actual Shinjuku sub-central area in Tokyo, Japan. In all 
four cases, the simulations were performed with steady RANS, combined with the 
standard k-E model or with revised k-e models, and compared with the results of 
wind tunnel experiments. Note that the simulations included a grid-sensitivity 
analysis, careful application of the boundary conditions, higher-order discretization 
schemes, a complete report of the computational settings and parameters and a 
detailed comparison with the wind tunnel measurements. This is required in order 
to support the validity of the conclusions. 

The simulations for the isolated building were made with the standard k-e 
model and with two revised k-e models: the Launder-Kato k-e model (Kato and 
Launder, 1993) and the RNG k-e model. Comparison of the standard k-e model 
results with the wind tunnel measurements showed that the amplification factor 
U/Uo (which is the ratio of the local pedestrian-level wind speed U to the wind 
speed Uo that would occur at the same position without buildings) is generally 
predicted within an accuracy of 10% in the regions where U/Uo > 1. In the wake 
region behind the building however, the predicted wind speed is generally signifi- 
cantly underestimated, at some locations by a factor 5 and more. The results of the 
other turbulence models showed a slight improvement in the high wind-speed 
regions, but worse results in the wake region. The underestimations in the wake 
region are attributed to the underestimation of turbulent kinetic energy in the wake, 
due to the fact that steady RANS with turbulence models such as the k-e model is 
not capable of reproducing the vortex shedding in the wake of buildings (Yoshie et 
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al, 2007, Tominaga et al., 2008b). 

The simulations for the idealized high-rise building surrounded by low-rise 
buildings were made with the standard k-e model and the RNG k-e model. In the 
high wind-speed regions, the standard k-E model underestimated the wind tunnel 
results by about 1 5%. In the lower wind speed regions, differences up to a factor 4 
were found. The results of the RNG k-e model showed improved performance in 
the high wind speed regions, but again a deteriorated performance in the lower 
wind speed regions. Similar conclusions on the different performance in high ver- 
sus low wind speed regions were found for the CFD study for the actual urban area 
in Niigata: in high wind speed regions, the predictions are generally within 20% of 
the measurements, while the wind speed in low wind speed regions is generally 
significantly underestimated, at some positions with a factor 5 or more. The com- 
parisons for the fourth configuration, the Shinjuku sub-central area, confirmed the 
findings for the other configurations. While for all four studies, large discrepancies 
are found in the low wind speed regions, it should be noted that the high wind 
speed regions are those of interest for pedestrian-level wind studies. In these re- 
gions, steady RANS was shown to provide a good to very good accuracy 
(10-20%). 

Blocken and Carmeliet (2008) performed steady RANS CFD simulations with 
the realizable k-e model for three configurations of parallel buildings and com- 
pared the results with the sand-erosion wind tunnel experiments by Beranek 
(1982). Their observations were very similar to those by Yoshie et al. (2007): a 
close to very close agreement between CFD and wind tunnel measurements in the 
region of high U/Uo (about 10% accuracy), and significant underestimations in the 
regions of lower U/Uo- Note that these underestimations were not only found in the 
wake of the buildings, but also in the low-speed stagnation region upstream of the 
buildings. Similar to the results by Yoshie et al. (2007), the underestimations can 
go up to a factor 5 or more. Note that also these simulations were based on 
grid-sensitivity analysis, careful application of the boundary conditions and higher 
order discretization schemes. It should be noted that sand-erosion measurement 
results are generally considered to be less suitable for CFD validation, although in 
this study a very close agreement - both qualitatively and quantitatively - was 
found in the high U/Uo region. 

For assessing of the accuracy of CFD for pedestrian-level wind studies, it is 
important to compare them not only with wind tunnel measurements - where the 
boundary conditions are generally well-known - but also with on-site measure- 
ments. However, CFD pedestrian-level wind studies in complex urban 
environments including a comparison with on-site measurements are very scarce. 
To the knowledge of the authors, only two such studies have been published: the 
study by Yoshie et al. (2007) for the Shinjuku Sub-central area in Tokyo and the 
study by Blocken and Persoon (2009) for the area around the multifunctional 
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ArenA stadium in Amsterdam. Although these measurements were quite limited, 
overall, the comparisons confirmed the main conclusions made earlier, albeit that 
the discrepancies in the high wind speed regions can exceed 10%. 

Practical applicability. In spite of the very limited number of validation studies 
based on on-site measurements, CFD is gaining increasing acceptance as a tool for 
pedestrian-level wind studies. This was recently confirmed by the publication of 
the new Dutch Wind Nuisance Standard, NEN8100 (NEN, 2006, Willemsen and 
Wisse, 2007) that specifically allows the user to choose between wind tunnel test- 
ing and CFD for analyzing the pedestrian wind environment. The standard also 
demands quality assurance, both for wind tunnel testing and for CFD. CFD solu- 
tion verification and validation and complete reporting of the followed procedure 
are essential components of quality assurance. In practical situations in the case of 
complex urban environments, when measurements are often not available, CFD 
model validation should be performed for simpler configurations, the flow features 
of which show resemblance with those expected in the actual complex urban con- 
figuration (Oberkampf et al, 2004, Blocken et al, 2004, Franke et al, 2007, 
Yoshie et al., 2007, Blocken and Carmeliet, 2008, Tominaga et al., 2008a). 
Blocken and Carmeliet (2008) called this approach sub-configuration validation. 
For these simpler cases, wind tunnel measurement data are generally available in 
the literature. Note that steady RANS is the commonly used method, while LES is 
still considered out of reach for practical pedestrian-level wind studies in actual 
urban environments (Yoshie et al., 2007). This is mainly attributed to the much 
larger calculation time. For pedestrian-level wind studies, simulations need to be 
performed for many (e.g. 12 or 16) wind directions, and this needs to be repeated 
for configurations with remedial measures implemented (Yoshie et al., 2007). 
Nevertheless, it is expected that the increase in computing power and speed to- 
gether with the superior performance of LES will render it increasingly more 
attractive in the years to come. 

5.2. Pollutant dispersion 

Importance. Outdoor air pollution is one of the major environmental problems 
today. It is associated with a broad spectrum of acute and chronic health effects 
(e.g. Brunekreef and Holgate, 2002). In the built environment, both the outdoor 
exposure of pedestrians and the indoor exposure of building inhabitants are of 
concern. Outdoor and indoor air pollution are a main concern of building and 
air-conditioning engineers that design the ventilation inlets and outlets on building 
facades or roofs (Drivas and Shair, 1974, ASHRAE, 1999, 2007). Indoor air pollu- 
tion by outdoor air pollutants can be caused by the re-ingestion of the contaminated 
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exhaust air by the same building or by the intake of exhaust from other sources 
such as nearby buildings, street traffic, vehicle parking lots and loading docks and 
emergency generators (Smeaton et al., 1991). The precise prediction of pollutant 
concentration distributions on and near buildings is important for building design 
and evaluation. The prediction of such concentrations however is a difficult task, 
especially in the urban environment. It does not only require the knowledge of air 
pollution meteorology and dispersion, it also requires knowledge of building aero- 
dynamics because wind and buildings can strongly affect plume behavior. 

CFD versus measurements and semi-empirical formulae. Pollutant concentra- 
tion distributions can be assessed by on-site measurements, wind tunnel 
measurements, (semi-)empirical formulae and CFD. Several on-site measurement 
campaigns have been performed (e.g., Barad, 1958, Wilson and Lamb, 1994, 
Lazure et al., 2002, Stathopoulos et al., 2002, 2004). They are very valuable be- 
cause they are conducted in the real atmospheric boundary layer and provide 
information on the real complexity of the phenomenon, but they are also 
time-consuming, expensive, and not an option in the design stage of a new building 
or urban area. Many wind tunnel experiments have been conducted in the past to 
better understand the mechanisms of wind-induced pollutant dispersion (e.g., 
Halitsky, 1963, Huber and Snyder, 1982, Li and Meroney, 1983, Saathoff et al., 
1995, 1998, Leitl et al, 1997, Meroney et al., 1999, Stathopoulos et al, 2002, 
2004). The drawbacks of wind tunnel tests are that they can be time-consuming 
and costly, that they are not applicable for light wind conditions, and that scaling - 
similarity - can be a difficult issue. Semi-empirical models, such as the Gaussian 
model (Turner, 1970, Pasquill and Smith, 1983) and the so-called ASHRAE mod- 
els (Wilson and Lamb, 1994, ASHRAE, 1999, 2003) are relatively simple and 
easy-to-use, at the expense of limited applicability and less accurate estimates. The 
Gaussian model, in its original form, is not applicable when there are obstacles 
between the emission source and the receptor, and the ASHRAE models only 
evaluate the minimum dilution factor on the plume centerline. CFD can (poten- 
tially) avoid a number of these disadvantages. 

CFD for dispersion around an isolated cubic building. In the past two decades, 
a very large number of so-called micro-scale CFD simulations of pollutant disper- 
sion around buildings and in urban areas have been conducted. Micro-scale 
generally refers to simulations with horizontal length scales smaller than 5 km. 
These simulations can be divided into generic and applied studies. Many generic 
studies have focused on very simplified configurations, such as the isolated build- 
ing (e.g., Li and Meroney, 1983, Leitl et al., 1997, Selvam, 1997, Tominaga et al., 
1997, Li and Stathopoulos, 1997, Meroney et al, 1999, Tominaga and Stathopou- 
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los, 2007a, 2007b, 2008, 2009, Blocken et al., 2008b) and the idealized street can- 
yon (e.g., Leitl and Meroney, 1997, Chan et al., 2002, Baik and Kim, 2002, Kim 
and Baik, 2004, Di Sabatino et al., 2008, Gromke et al., 2008, Buccolieri et al., 
2009). These generic studies have proven to be very suitable for verification, vali- 
dation and sensitivity analysis. The reason is that, even although both situations are 
strong simplifications of reality, the flow and dispersion processes involved are 
very complex and contain most of the salient features that are also present in the 
complex urban environment. Apart from these generic studies, several applied 
studies have recently been performed. Some of these have included LES and 
RANS simulations of gas plume spreading in very large computational domains 
(e.g., Hanna et al., 2006, Patnaik et al., 2007, Lohner et al., 2008). However, the 
grid resolution (e.g. 2-6 m) in these studies was often much lower than in the ge- 
neric studies (e.g. 0.1 m). The lower resolution could compromise the prediction 
accuracy around individual buildings and close to the building surfaces, but it 
should be noted that this was not the primary intent of these large-scale studies. 

As opposed to pedestrian-level wind conditions, where the body of CWE lit- 
erature is relatively limited, many publications exist on CFD simulation of 
dispersion around buildings and in urban areas. For the purpose of discussion in 
this chapter, only one single and simple case is considered: wind-induced disper- 
sion of low-momentum exhaust from a vent in the middle of the roof of an isolated 
cubic building. Apart from limiting the extent of this chapter, the reasons for this 
very narrow selection are: (1) in this case the focus is at the scale of the individual 
building (i.e. on pollution / contamination near potential air intake openings). As 
mentioned above, the resolution in studies in very large computational domains is 
often too low (> 2 m) to allow accurate predictions across individual building sur- 
faces; (2) detailed experimental data are available for this case (Li and Meroney, 
1983); (3) several researchers independently performed CFD simulation and vali- 
dation studies for this case (both with steady RANS and LES); (4) the influence of 
different RANS turbulence models and of the value of the turbulent Schmidt num- 
ber Sc t was analyzed; and (5) the results allow a clear identification of the main 
difficulties in CFD modeling of pollutant dispersion. 

Figure 4 illustrates the situation by mean wind-velocity vectors in a vertical 
plane through the middle of the building. It shows that the emitted pollutant is 
caught in the recirculation bubble and is advected to the upstream building edge. 
CFD simulations for this configuration have been performed by e.g. Wang (2006), 
Tominaga and Stathopoulos (2007a, 2008) and Blocken et al. (2008a). Figure 5a 
shows the wind tunnel results by Li and Meroney (1983) as contours of the dimen- 
sionless concentration coefficient K on the roof. K is defined as CUhL 2 /Q c , where 
C is the mass fraction of the tracer gas, Uh the undisturbed wind speed at roof 
height (m/s), L the size of the cubic building model (m) and Qcthe emission rate of 
the pollutant (m 3 /s). 



78 



B . Blocken 



To numerically reproduce these experiments, Wang (2006) used the realizable 
k-e model and the Reynolds Stress Model (RSM; Launder et al., 1975) with a 
linear pressure-strain model and wall-reflection effects (Gibson and Launder 1978, 
Launder 1989). She employed two values of the turbulent Schmidt number: Sc t = 
0.3 and Sc t = 0.7 and the QUICK discretization scheme (Leonard, 1979). The re- 
sults are given in Figures 5b-d. While the upstream advection could not be 
adequately predicted with the realizable k-£ model, the results by the RSM are 
much better, although lateral dispersion is considerably underestimated by the 
simulations. 




Figure 4. Vertical cross-section through vent in middle of roof. Wind velocity vectors 
illustrating the wind flow over the building and the escape of pollutants from the vent: the 
exhaust is trapped in the separation bubble and is advected upstream (results by the present 
author). 
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Figure 5. Contours of dimensionless concentration coefficient K on the cubic building 
roof: (a) wind tunnel measurements (Li and Meroney, 1983); (b-i) CFD results by: (b-d): 
Wang (2006); (e-g) Tominaga and Stathopoulos (2007a); (h) Blocken et al. (2008b); (i) 
Tominaga and Stathopoulos (2008). Results are presented for different turbulence models 
and/or turbulent Schmidt numbers Sc t . Cs is the Smagorinsky constant. 



Tominaga and Stathopoulos (2007a) tested different turbulence models, including 
the standard k-e model, the RNG k-e model and the realizable k-E model, in com- 
bination with Sc t = 0.3, 0.7 and 1.0, and the QUICK discretization scheme. Some 
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of their results are given in Figure 5e-g. The standard k-e model could not predict 
the recirculation on the roof and the realizable k-e model underestimated it, but 
better predictions were obtained with the RNG k-e model, which showed the best 
agreement with wind tunnel experiments of the separation bubble. Nevertheless, 
the results still show some underestimation of the lateral dispersion, which is clear 
by observing the concentrations near the side edges. Blocken et al. (2008b) tested 
the realizable k-e model and the RSM, for Sc t = 0.2, 0.3, 0.5, 0.7, 1.0, with second 
order upwind discretization. Both turbulence models correctly predicted the up- 
stream dispersion, with the best result for Sc t = 0.7, but the lateral underestimation 
of dispersion found by these authors was significantly more pronounced than that 
found by Wang (2006) and Tominaga and Stathopoulos (2007a) (Fig. 5h). They 
attributed this partly to an underestimation of the approach flow turbulent kinetic 
energy due to unintended streamwise gradients in the approach flow. The differ- 
ences in the realizable k-e model results between Wang (2006) (no prediction of 
recirculation) and Tominaga and Stathopoulos (2007a) and Blocken et al. (2008b) 
are probably due to artificial diffusion and near-wall treatment limitations associ- 
ated with the lower grid resolution in Wang's case (2006). Finally, Tominaga and 
Stathopoulos (2008) applied LES (Fig. 5i) and showed that taking into account the 
unsteadiness of the separation bubble leads to a much better prediction of lateral 
dispersion and a much closer agreement with the wind tunnel experiments, al- 
though the numerical results are a little bit more diffusive. 

Accuracy of CFD and practical applicability. A general conclusion from these 
and other generic studies is that the accuracy of pollutant dispersion modeling 
depends highly on the choice of computational parameters by the user. Fig. 5 
shows that errors exceeding one order of magnitude can occur at some positions on 
the roof. Another general conclusion is that RANS simulations in combination 
with typical turbulent Schmidt numbers of 0.7-0.9 systematically provide too low 
lateral turbulent diffusion compared to wind tunnel testing. In the past, several 
authors have attributed this to the fact that steady RANS modeling cannot incor- 
porate the inherently transient behavior of separation and recirculation downstream 
of windward edges, and of von Karman vortex shedding in the wake, which are 
particularly important for pollutant dispersion (Leitl et al., 1997, Meroney et al., 
1999, Blocken et al., 2008b). In many simulations, Sct has been explicitly used as a 
tuning factor to compensate for these deficiencies of steady RANS modeling (e.g., 
Tominaga and Stathopoulos, 2007b, Blocken et al, 2008b). Note that, while Sc t is 
generally taken as a constant, it has been shown to be a function of the flow field 
(e.g., Koeltzsch, 2000). Leitl et al. (1997), using steady RANS on quite dense 
grids, found deviations between CFD results and wind tunnel measurements of up 
to a factor 5, and Meroney et al. (1999) found differences up to one order of mag- 
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nitude. The latter authors made two important remarks: (1) no attempt was made to 
force-fit agreement between measurements and simulations; and (2) the discrepan- 
cies were attributed to the lack of intermittency (unsteadiness) in the simulations. 
Tominaga and Stathopoulos (2007a, 2008) showed that LES modeling, which 
takes into account the unsteadiness because it actually solves the large eddies in the 
flow, can strongly improve pollutant concentration predictions compared to steady 
RANS. This seems to indicate that LES modeling is a requirement for pollutant 
dispersion modeling. This is certainly the case when unsteady releases have to be 
considered, and/or when concentration fluctuations are important. However, the 
computational demands associated with this are very large. The statement by Yo- 
shie et al. (2007) that LES is still out of reach for practical pedestrian-level wind 
studies may equally apply to pollutant dispersion modeling. Note that, as men- 
tioned before, even the very extensive LES modeling efforts in complex urban 
environments, supported by efficient grid generation techniques and parallel com- 
puting facilities, were performed with relatively low resolution (a 2 m). The 
application of LES to practical dispersion problems in urban environments how- 
ever is not only limited by increased model complexity and computational 
resources, but also by the lack of detailed validation and sensitivity studies. This is 
important because, as the model formulation increases in complexity, the likeli- 
hood of degrading the model's performance due to input data and model parameter 
uncertainty increases as well (Hanna, 1989). In spite of this, the superior perform- 
ance of LES is expected to drive the gradual replacement of steady RANS by LES 
as the modeling approach for dispersion studies. 

6. Discussion 

The atmospheric boundary-layer wind-flow pattern in an actual urban area is very 
complex. The flow around a simple isolated cubic building model however con- 
tains many of the salient features that are also present in the flow in an actual urban 
area. Partly because of this reason, CWE model development, verification and 
validation in the past three decades have for a large part focused on the simplest 
generic case: the isolated (cubic) building model. Another main reason is that 
many previous wind tunnel experiments were performed for this simple model and 
that - as a result - these data were available for CFD validation. 

The focus on the simple isolated (cubic) building has allowed researchers to 
clearly identify some important difficulties, advantages and disadvantages of CFD 
for various applications. For both applications treated in this chapter, the same 
main limitation of steady RANS CFD was noted: the inability to accurately repro- 
duce the flow field downstream of the windward facade, i.e. in the separation and 
wake regions that are inherently transient and characterized by low-velocity recir- 
culations. 
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The majority of CWE studies in the past three decades employed steady RANS 
modeling. An increasing number of studies is exploring the use of LES. LES can 
resolve the inherently transient behavior of separation and recirculation down- 
stream of windward edges, and of von Karman vortex shedding in the wake. As a 
result, the potential accuracy of LES is clearly superior. However, simulations with 
LES are considerably more complex and more computationally expensive than 
their steady RANS counterparts. LES requires specific time and space resolved 
inlet boundary condition data, adjusted grid cell distributions, temporal resolutions, 
sampling times, etc. There is still a lack of detailed verification, validation and 
sensitivity studies for LES modeling of atmospheric boundary layer flows. Note 
that currently a set of extensive best practice documents exist for steady RANS 
applications in CWE, but that this is not (yet) the case for LES. 

In spite of some current deficiencies, CFD has become an indispensible tool in 
Wind Engineering, in different categories of studies. Examples are: 

1 . Studies for which accurate wind tunnel experiments are very difficult or 
not possible (e.g. similarity issues for multiphase flow, flow with thermal 
effects or too extensive terrains); 

2. Studies for which (semi-)empirical models are not applicable or do not 
provide sufficient accuracy; 

3. Studies for which high-resolution or "whole-flow-field" data are re- 
quested; and 

4. Studies in which the influence of a large number of (small) geometrical 
design changes need to be analyzed. 

Topics belonging to these categories include buoyancy-induced pollutant disper- 
sion (e.g., Baik et al, 2003, Xie et al., 2007, Huang et al., 2008, Cheng et al, 
2009), wind-driven rain on buildings (e.g., Choi 1993, 1994, Hangan, 1999, Da- 
vidson et al. 2000, Blocken and Carmeliet, 2004b, 2006, Tang and Davidson, 
2004, Briggen et al., 2009, Blocken et al, 2010), buoyancy-induced natural venti- 
lation of buildings (e.g., Jiang and Chen, 2003, van Hooff and Blocken, 2010, 
Norton et al, 2010), urban-scale heat transfer (e.g. Baik et al., 2003, 2009, Huang 
et al, 2008) and wind conditions for very extensive terrains (e.g. Hanna et al, 2006, 
Patnaik et al., 2007, Lohner et al, 2008, Tamura, 2008, Baik et al, 2009). 

7. Summary and conclusions 

The application of CFD in Wind Engineering is part of Computational Wind 
Engineering (CWE). CFD can be a powerful alternative for and/or addition to 
measurements, because it can avoid some typical measurement limitations. It can 
provide detailed information on the relevant flow variables in the whole calculation 
domain ("whole-flow field data"), under well-controlled conditions and without 
similarity constraints. However, the accuracy of CFD is an important matter of 
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concern, and verification and validation studies to assess and limit numerical and 
physical modeling errors are imperative. 

CFD simulation of wind flow around buildings started with fundamental stud- 
ies for isolated buildings, often with a cubical shape. Much has been learned from 
these pioneering efforts, which included verification and validation studies as well 
as more general sensitivity studies in which the influence of many computational 
parameters was investigated. The early sensitivity studies have provided the basis 
for the current best practice guidelines. Because the user of a CFD code has to 
make a large number of choices, and because these choices can have a very large 
impact on the results, best practice guidelines are very important and provide 
strong support for CWE applications. 

Applications in CWE are many, and only two have been briefly addressed in 
this chapter: pedestrian-level wind conditions around buildings and pollutant dis- 
persion across the roof of an isolated (cubic) building. The two most commonly 
used approaches in CWE are steady RANS and LES. Past studies seem to indicate 
that steady RANS can be suitable for the qualitative and quantitative assessment of 
high wind speed regions around buildings for pedestrian-level wind studies. Pre- 
vious studies also indicate that steady RANS modeling with the commonly used 
turbulence models is often deficient for pollutant dispersion studies, while LES 
shows superior performance. The reason is that it actually resolves the large vorti- 
cal structures that are important for mass transfer. Choosing between RANS and 
LES is a trade-off between computational cost and complexity on the one hand and 
potential accuracy on the other. The computational cost for LES is significantly 
higher than for RANS. LES is also more complex than steady RANS modeling and 
requires more input data. Because steady RANS and LES are fundamentally dif- 
ferent approaches, it is important that specific and extensive sets of best practice 
guidelines for LES for CWE applications are developed, as has been done for 
RANS in the past decade. This will allow increasing the accuracy and reliability of 
LES in CWE. 
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1 Introduction 

The main purpose of this contribution is to provide a basic understanding of 
the fundamental interaction mechanism between the wind flow and the wind 
turbine, responsible for the power generation, as well as for the aerodynamic 
and inertial loading of the machine. A specific focus will be given at this 
proposal to the role of the control laws by which the turbine is operated, in 
determining both the performance as well as the structural loading of the 
machinery. 

This notes are divided in three main parts. In the first the general aero- 
dynamic principles and typologies of wind turbines are presented to provide 
the basic aerodynamic and control tools for the following evaluation of de- 
sign criteria and loading of the machinery. This contribution is given by A. 
Zasso in Chapter 2. Here are presented the basic energetic approach, con- 
tinuing with the simple aerodynamics of the airfoil and concluding with the 
performance of the entire blade to explain the basic aerodynamic behavior 
of a wind turbine. These simple records are important to understand the 
complex flow-structure interaction and the control of horizontal and vertical 
axis wind turbines. 

In the second part (Chapter 3 and 4) C.L. Bottasso describes the math- 
ematical models and the optimization of a wind turbine. In Chapter 3 are 
described the mathematical models used for the aero-servo-elastic modeling 
of wind turbines using comprehensive finite element based multibody pro- 
cedures. Such models can support a wide range of analysis types on wind 



C. C. Baniotopoulos et al. (eds.), Environmental Wind Engineering and Design of Wind Energy 
Structures © CISM, Udine 201 1 



98 A. Zasso et al. 

turbines, including the estimation of power production, the computation of 
maximum loads, the verification of stability margins, the assessment of the 
vibratory characteristics of the machine, the study of its response to gusts, 
turbulence and to fault and emergency conditions, the design and tuning 
of control laws, etc. The description of the models and of the algorithms 
covered in these notes are tailored to the wind turbine simulation software 
Cp-Lambda, developed at the Department of Aerospace Engineering of the 
Politecnico di Milano. In Chapter 4 are described the procedures for the 
multi-disciplinary (holistic) design optimization of wind turbines. These are 
methods and algorithms that, building on the core computational capabili- 
ties offered by an aero-servo-elastic simulation software such as Cp-Lambda, 
support and enable the work of the wind turbine designer. The wind tur- 
bine design problem in fact has in general multiple objective functions (e.g., 
maximum production, minimum weight/cost, etc.), and should satisfy a 
large number of design constraints; the complexity of the problem requires 
software that can help the designer by proposing feasible solutions that ac- 
count as much as possible for all couplings among the sub-disciplines and 
the relevant physical effects. In the second are described the mathematical 
models used for the aero-servo-clastic modeling of wind turbines using com- 
prehensive finite element based multibody procedures. At the same time are 
described the multidisciplinary (holistic) design optimization procedures for 
the wind turbines. 

In the third part of this notes (Chapter 5), A. Zasso introduces the 
role of Wind Tunnel testing in the analysis of the performances of a wind 
turbine. A brief introduction is given on the scaling laws of the dimensional 
parameters that must be considered in wind tunnel testing. Three test 
cases experienced at Politecnico di Milano Wind Tunnel are then presented, 
addressing the performances of horizontal axis, vertical axis wind turbines 
and finally a wake interaction problem on a downwind acroelastic structure. 

A conclusion is finally drawn concerning the complementary role of wind 
tunnel testing as a possible validation tool for the numerical simulation 
design approach. 

2 General aerodynamic principles and typologies of 
wind turbines 

Authored by A. Zasso and P. Schito 

Wind turbines are a very well known object since many centuries: every- 
body has seen at least one windmill in his life and most people remember 
Don Quixote and his fight against them. Only in the last 100 years elec- 
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tricity has come to use and windmills have been converted in wind turbines 
and connected to an electric generator. Since the first experiments on farm 
small wind turbines in Denmark at the beginning of '900, many studies have 
been conducted in Northern Europe and USA after Second World War, but 
only after the 1973 oil crisis wind turbines become very interesting as a 
substitute for oil power. 

The principle of power production of wind turbines is the transformation 
of wind kinetic energy in mechanical energy in a shaft and to electrical 
energy in a generator. The maximum energy available in the wind is: Pxot = 
\rnV% = \pAV^ where m is the mass flow, p is the density of the air, V\ is 
the wind speed and A the worked out area where the wind speed is reduced. 
Not all wind energy can be extracted from the flow, but there is a maximum 



stated by the Betz Law, where the maximum power is P max = ~SjPi 



27 J 



"ul ■ 



To approach at best the Betz limit, the wind turbines have been largely 
studied, optimizing the aerodynamic efficiency and the structural loads. 
Wind Turbines can be divided in two main categories: Horizontal Axis Wind 
Turbines (HAWT) and Vertical Axis Wind Turbines (VAWT). Vertical Axis 
Wind Turbines are used mainly for micro, mini and medium applications 
and can be further divided into Savonius (self starting) and Darrieus (non 
self starting) wind turbines. VAWT have usually a very simple construction, 
a good resistance to strong winds and a low cost; the drawback is a low 
efficiency and the difficulty to build big plants. HAWT are the most used 
solution for big plants, usually they have a propeller with high efficiency, 
but they need a more advanced technology to produce energy 

2.1 Ideal Wind Turbine 1-D model: Betz Law 

The simplest way to examine the wind turbine performances is a 1-D 
model of an ideal rotor. In this model the rotor is modeled as a permeable 
disc with no hub and the flow is inviscid, incompressible and only axial. 
The rotor acts as a drag device to slow down the wind speed from V\ far 
upstream in the undisturbed flow to V at the rotor plane and finally to 
V 2 in the wake as can be seen in figure 1. The thrust T is obtained as a 
pressure drop Ap over the rotor and is transformed to the shaft power P 
through the local velocity at the disk section V . 

T = ApA (1) 

where A — irR 2 is the area of the rotor. The flow is stationary, incompress- 
ible, frictionless and no external forces act on the fluid, therefore Bernoulli 
equation is valid from far upstream to just in front of the rotor and from 
just behind the rotor to far downstream (holding the hypothesis of constant 
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Figure 1. Betz model: streamlines and model assumptions 



static pressure p\ in the far upstream and downstream boundaries) : 



Pl + \ P V?=p+\ P V 2 

p-a p + \ P v 2 = pi + yvi 



(2) 



Combining the two equations it is possible to obtain the pressure drop Ap 
over the rotor 

Ap = \ P (V? - V 2 2 ) (3) 



Conservation of mass states that: 

m = pVA = pViAi = pV 2 A 2 



(4) 



Through a momentum balance on a control volume external to the stream- 
lines of figure 1, it is possible to demonstrate that the thrust T on the rotor 
can be calculated as 



T = to(Vi - V>) = pVA{Vi - V,) 



(5) 



Replacing the thrust T in equation 5 with the pressure drop Ap in equation 
1 it is possible to obtain the following peculiar result: 



V=^{V 1 +V 2 ) 



(6) 
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showing that the velocity on the rotor plane is the mean of the undisturbed 
wind speed V\ and the final speed on the wake V-± i.e., in an equivalent way, 
the velocity drop before and after the rotor plane is equal: 

Vi-V = V-V 2 (7) 

The shaft power P can be finally calculated as the total power extracted 
from the considered flow tube: 

P= l - P VA(V?-Vi) (8) 

It is possible to define the axial induction factor a as a function of the 
undisturbed wind speed V\ and the rotor wind speed V: 

V-i - V 

°=^r (9) 

Combining equation 6 and equation 9 it is possible to obtain the following 
relationship between V\ and V 2 : 

V 2 = {l-2a)V 1 (10) 

Introducing this definition in equations 5 and 8 it is possible to rewrite the 
power P and the thrust T as: 

P = 2pVj i a(l - a) 2 A (11a) 

T = 2pV? a(l - a) A (lib) 

The ideal available power Pjot an d thrust Tx t associated to a section equal 
to the rotor area A are then defined as: 

Prat = \pAV? (12a) 

Trot = \pAVl (12b) 

With this definition it is possible to give a non-dimensional expression of 
the power and the thrust defining the power coefficient Cp and the thrust 
coefficient Ct- 

C P = -^ (13a) 

"Tot 

Ct = ^— (13b) 

i-Tot 
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Using the power and the drag defined in equations 11 it is possible to write 
the Cp and Ct as a function of the axial induction factor a: 

C P = 4o(l - a) 2 (14a) 

C T = 4o(l - a) (14b) 

From these equations it is possible to differentiate Cp and Ct with respect 
to a: 

dC 

^=4(l-o)(l-3o) (15a) 

da 

"^ = 4(1 - 2a) (15b) 

da 

and calculate the maximum power coefficient Cp max = || = 0.59 for an 
axial induction factor a = \, This theoretical maximum for an ideal wind 
turbine is known as the Bctz Limit, stating that a maximum 59% of the 
total power associated to the flow kinetic energy can be extracted by the 
wind turbine. In figure 2 are presented the power and thrust coefficients as 
functions of the axial induction factor, showing that the maximum thrust is 
reached for a higher induction factor value than the maximum power limit. 
From the continuity equation 4 it is possible to calculate the ratio between 
the areas A\ and A-i as a function of a: 

| = l-2a (16) 

It is possible finally to demonstrate and experiments show that the Betz 
assumptions are valid only for values of a lower than 0.4 and that the wind 
turbines can reach those high axial induction factors a just at low wind 
speeds. 

2.2 Blade aerodynamics and wing profiles 

Almost all wind turbines, both horizontal and vertical axis, use generally 
aerodynamic profiles to convert the wind pressure into torque. For both 
HAWT and VAWT the flow reaching the profiles is mainly bi-dimcnsional 
while the third direction (along the blade) is usually very small and can 
be at a first assumption neglected. Speaking of wind turbines it is straight 
forward the opportunity of giving some mentions about the wing profiles 
describing the blade geometry. 

Wing Profiles 



Aero-Servo-Elastic Design of Wind Turbines 



103 



1 r 

0.9- 
0.8- 
0.7- 
0.6- 

0.5- 
0.4- 
0.3- 
0.2 

0.1 








- c p 






C T 












/ : / ^ x : : \ 

/ / X . \ 

/ / s \ 
h N : \ 


// 

// 


; \ 
\ 




l 

i 


\ 

\ 
\ 




\ 

: \ : 

X 


x V 







Figure 2. Power and Drag Coefficients Cp and Cr as a function of the 
axial induction factor a 



Aerofoils are composed by a round leading edge where also the stagnation 
point is located and a sharp trailing edge as shown in figure 3. The line 
connecting the leading edge and the trailing edge is called chord, c. The 
camber of the wing profile is described as the displacement of the mean 
line from the chord, the thickness of the airfoil is given as a displacement 
from the profile mean line. One of the most used wing profiles categories is 
known as NACA classification. The forces on the airfoil can be decomposed 




Uwttsfffel 

Figure 3. Airfoil design and streamlines 



into two components: the one in the direction of the undisturbed mean flow 
Voa is called "drag", D, the force in the perpendicular direction is called 
"lift", L. On the wing profile acts also a moment M around the reference 
point selected for the reduction of the forces: this point is usually located in 
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the chord line at c/4 from the leading edge. The moment is positive when 
it tends to turn the airfoil nose up as shown in figure 4. Lift, drag and 




Figure 4. Airfoil reference for the lift and drag forces 



moment for an airfoil arc usually given in non dimensional form as lift, drag 
and moment coefficients Cl, Cjj and Cm'- 



C L (a) 



C D {a) 



C M (a) 



L 



D 

JpvTc 

M 
\pVl<? 



(17a) 
(17b) 
(17c) 



where p is the fluid density. The aerodynamic behavior depends on the 
angle of attack a that is the angle between the chord c and the undisturbed 
wind direction V^. It is possible to measure the forces acting on the pro- 
file by changing the angle of attack obtaining the typical curves Cl(o), 
C£,(a), Cj\/(a) as shown in figure 5 for the lift coefficient. It is possible to 
note that the two profiles of the example have different aerodynamic perfor- 
mances, due to geometrical differences in camber and thickness distribution 
along the chord. The major aerodynamic characteristic for an airfoil is the 
aerodynamic efficiency and the stall behavior: the aerodynamic efficiency 
is defined as the lift over drag ratio (e = Cl/Cd). The stall is the rapid 
decrease in aerodynamic efficiency at high incidence angles; it can be seen 
in figure 5 that for airfoil B the stall occurs at about 8 of angle of attack 
and the lift coefficient remains constant, while for airfoil A it is possible 
to obtain higher lift coefficients for higher angles of attack, but after stall 
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Figure 5. Cx(a) curves for two different airfoils. 



there is a rapid decrease in lift. The flow condition where the Cl(cz) curve 
is linear can be seen in figure 6 on the left: the flow is attached to the airfoil. 
The image on the right represents a typical flow field of a stalled airfoil: it 
is possible to se the separated zone on the rear part of the profile. 





Figure 6. Streamlines for the same airfoil at two different angles of attack: 
a = 5deg attached airflow on the left, a = 15deg separated flow on the 
right. Cfr. Hansen (2008) 



Blade aerodynamics Generally speaking, the aerodynamic interaction 
between the air flow and the wind turbines is provided by the blades, that 
are a tridimensional extrusion of airfoils. The flow field around the blades 
is not constant for both horizontal and vertical axis wind turbines: usually 
on HAWT the flow conditions changes along the length of the blade, while 
on VAWT the flow field changes in time during the rotation of the turbine 
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as will be more in detail described later on. Therefore the blade must grant 
satisfying performances for a quite wide range of flow conditions and. at the 
same time, support structural loads and resist to fatigue. 

The air speed incident on the wind turbines blades has a different and 
a more complex formulation than what has been presented for 2-D airfoils. 
Considering the section of a blade of a wind turbine as an airfoil it is possible 
to analyze the single performance of each section: in this case it is clear 
that the incident wind velocity must be defined in a different way than 
what stated in the previous paragraph since the blade itself has a velocity 
associated to the shaft rotation. The relative flow incident on the airfoil is 
therefore defined as the vectorial sum of the undisturbed wind speed Voa 
and the local speed of the rotating blade section V t = Rio (changed of sign), 
being R the distance from the section to the center of rotation of the rotor 
and 10 — 9 the rotational speed of the wind turbine (where is the angular 
position of the blade). This consideration is valid for both vertical and 
horizontal axis wind turbines. With a simplified approach it is possible to 
say that for HAWT the relative incident air speed is calculated as 

V r ,HAw T (R) = V x - R x 7? (18) 

as a function of the distance from the rotor hub R, while for VAWT the 
incident air speed is calculated as 

V r , VAWT (d) = V 00 + R(6)xT3 (19) 

It is clear that for horizontal axis wind turbines the relative flow speed 
y t,hawt{R) increases with the distance from the rotor hub (changing also 
significantly the incidence angle), while for vertical axis machines the inci- 
dent air speed V r yAWT{Q) changes in both, magnitude and direction with 
the angular position of the blade, and has a periodic cycle. 

2.3 Horizontal axis Wind Turbines: generalities 

The description of the aerodynamic flow around a wind turbine is quite 
complex for a horizontal axis machine. For a first analysis in figure 7 is pre- 
sented the typical configuration of a horizontal axis wind turbine. Analyzing 
a single blade of a modern HAWT, it is possible to observe that it is the 
result of compromises and optimization studies from both the aerodynamic 
and structural point of view. The aerodynamics of the blade must provide 
the necessary torque to the shaft connected to the electrical generator in 
order to produce the maximum available power. It is also necessary on the 
other hand, that, from the structural point of view, the structure must be 
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Figure 7. Horizontal Axis Wind Turbine: general aerodynamic considera- 
tions. Cfr. Vaughn (2009) 



safe and survive to the most extreme atmospheric conditions for a long time. 
This considerations lead to an optimization of the blade: this already opti- 
mized blade scheme will be presented in this section. The classical approach 
to the numerical evaluation of the overall aerodynamics of a horizontal axis 
wind turbine is the Blade Element Momentum Method (BEM) , also known 
as strip theory. With this approach it is possible to analyze the blade con- 
sidering the contribution of the different stripes of length dr as shown in 
figure 8. As quoted in equation 18 the relative air velocity Vu magnitude 
and direction incident on the single blade element, changes with the distance 
R from the rotor hub. It is important that each profile works at his best 
performance in order to maximize the overall efficiency of the wind turbine. 
For this reason the blades of a HAWT present a twist angle 9 i.e. the angle 
between the chord and the rotor plane. The local angle of attack a is then 
defined in equation 20 as the difference between the relative velocity angle 
4> and the twist angle 9 as shown in figure 9. 

a = 4>~9 (20) 

The aerodynamic force R generated by the airfoil can be decomposed, as 
indicated in figure 4, in drag and lift components by projecting R along 
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Figure 8. Diagram of a blade element. Cfr. Vaughn (2009) 




Figure 9. Velocities and angles at the rotor plane 



the relative air velocity direction (and its orthogonal direction), but can be 
also decomposed by projecting R along the rotor plane (and its orthogonal 
direction) as indicated in figure 10. In this case it is obtained the driving 
force T i.e. the only component of the aerodynamic force responsible for the 
power generation, being the axial force A just responsible of the structural 
load on the wind turbine supporting pylon and of the bending moment on 
the basement. With a simple trigonometric calculation it is possible to 
calculate the driving and the axial force as functions of the relative velocity 
angle 4>: 



T = L sin <j> — D cos < 

A = L cos <t> + D sin ( 



(21a) 
(21b) 
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Figure 10. Force R decomposition on the velocity direction in lift L and 
drag D or in the rotor plane in driving T and axial A forces 



The negative contribution of the drag force D to the driving force T shown 
in 21a clearly highlights the fundamental importance of a high efficiency of 
the wing profile in order to enhance the wind turbine global performances. 
In figure 11 is reported the twist and the chord distribution on a horizontal 
axis wind turbine blade: it is possible to see that at the root the blade has a 
very high twist and a very long chord. The high twist is due to the very low 
contribute to the relative wind V r given by the rotational component flR as 
indicated in equation 18: if no twist is applied to the blade the local airfoil 
incidence angle a is too high and the section works in separated flow with 
the inefficient performances of the stalled conditions. It is possible to note 
also that the chord of the airfoil is decreasing with the distance from the 
rotor hub: this is a both structural and aerodynamic choice: a bigger section 
supports better the solicitations that occur at the root of the blade and also 
generates bigger forces than smaller sections with the same incoming wind 
conditions. Another issue for both structural and aerodynamic design of 
the root chord is the choice of a thicker profile: this ensures a structure 
that supports better the torque and the bending moment while from the 
aerodynamic point of view the profile thickness guarantees a higher stall 
angle and a smoother loss of performance beyond the stall. In figure 11 it 
is possible to see the change in the angles of attack and of thickness of the 
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Figure 11. Twist and Planform for a Carter 25 wind turbine blade. The 
blade is divided in ten sections. The station is at the midpoint of the section. 
Cfr. Vaughn (2009) 



single airfoils with the distance from the rotor hub. The parameter that 
affects in major part the twist and the thickness is the non-dimensional 
value of the tip speed ratio A, defined as the ratio of the speed of the tip of 
the blade ujR and undisturbed wind speed V^: 



ujR 



(22) 



where A gives the influence of the rotor speed on the relative wind angle 
locally incoming on the blade. Usually tip speed ratio is below the value of 
10, since higher values will not extract optimally the power from the wind 
and will increase the loads on the structure at risk of structural failure. 
Combining the considerations on aerodynamic efficiency, power generation 
and structural analysis it is possible to produce the graph reproduced in fig- 
ure 12 where the power generated by each station is reproduced in different 
undisturbed wind speed Voq. It is possible to sec that the power generated 
from tip stations is increasing with the wind speed, while for root stations 
the power does not increases as much. 
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Figure 12. Prediction of power output for each station of a Carter 25 Wind 
Turbine blade for four wind speeds (tip speed ratio = 6.1). Cfr. Vaughn 
(2009) 



2.4 Vertical axis Wind Turbines: generalities 

The aerodynamics of VAWT is much more complicated than that of 
HAWT since the rotational axis is orthogonal to the incoming flow. The 
main advantage of such a configuration is the insensibility to the direction 
of the wind and therefore the control is simpler because no alignment de- 
vice is needed. On the other hand there are many aerodynamic problems 
related to the periodic regime that characterizes the machine even in steady 
state operating condition. In order to better understand the aerodynamic 
behaviour of a VAWT it is possible to study a bidimcnsional cross section of 
the turbine (see figure 13). The cross section of the turbine is then divided 
in two sides: a) the upstream side where the flow enters the rotor and is 
almost unperturbed; b) the downstream side where the flow exits the rotor 
and the wake effects are very important because of the interaction between 
the rotating blades and the wakes generated in the upstream side. Let's 
now consider the simplified aerodynamics of a single blade (figure 14), as- 
suming the local incoming wind speed V % as uniform and always parallel to 
the y axis. A moving reference frame ( n , t ) is then considered as located 
in the aerodynamic center of the blade with n pointing to the shaft of the 
rotor and t along the chord. Finally the position of the blade is identi- 
fied through the azimuth angle 9. The relative velocity 1/r, conventionally 
projected along the local reference frame ( n , t ) of the blade, is obtained 
through the vector sum of the translational speed of the profile (changed of 
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Figure 13. Bidimcnsional cross section of a VAWT 




Figure 14. VAWT: aerodynamics of a single blade 



sign) ttR and the local incoming wind speed V z : 



V t = V, cos 6 + Ml 
V n = V t smO 



(23a) 
(23b) 
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The projections of the relative speed can be then used to calculate the 
angle of attack a and the relative speed V r : 



a = arctan(^) 
Vt 



V r 



v„ 2 + V? 



(24a) 
(24b) 



Since V t and V n are functions of the azimuth angle 9, the angle of attack a 
and the relative speed V r change during the revolution as shown for three 
blades in figure (15) considering Vi constant. The variation of the angle of 




Figure 15. Speed triangles of three blades with V z uniform 



attack and the relative speed has a double effect on the aerodynamic forces 
because the aerodynamic coefficients are functions of the angle of attack 
and the Reynolds number. In fact the real Reynolds number ReL felt by 
the blade depends on the relative speed V r : 



Re, 



pV r C 



(25) 



Let's now introduce the tip speed ratio A that is the ratio between the 
translational speed flR of the airfoil and the undisturbed flow speed Vi n f'- 



A = 



QR 



(26) 



The tip speed ratio is a non dimensional parameter describing the shape 
of the speed triangle. In fact, if A is high, the relative speed V r is mainly 
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composed by the translational speed of the blade and therefore the angle 
of attack remains low. On the other hand, if A is low, the relative speed 
V r is mainly composed by the wind speed and therefore the angle of attack 
reaches large values. This effect is shown in figure 16 where the speed 
triangles for A = 1 and A = 3 are compared. Therefore, if the tip speed 



a) 




Figure 16. Speed triangles of three blades with V t uniform for A = 1 (a) 
and A = 3 (b) 



ratio is low enough, the angle of attack on the blade of a VAWT can exceed 
the stall angle (figure 17). Since the angle of attack changes rapidly and 
can overcome the stall limit, the aerodynamic coefficients can be subjected 
to the dynamic stall phenomenon resulting in an hysteretic cycle of the lift, 
drag and pitching moment characteristics. Therefore the dynamic stall is 
an essential phenomenon to be accounted for in order to correctly simulate 
the wake effects on the downstream side of the rotor. Usually there is an 
optimal value of the tip speed ratio maximizing the generated power. Let's 
now consider the aerodynamic forces on a single blade (figure 18). The 
instantaneous torque T contribution due to a single blade is the product 
of the aerodynamic forces projections on the tangential direction times the 
radius of the rotor: 



T = L sina-i?— Dcosa-R 



—pc(Ci,(a, Rei,) sin a— C£>(a, Rei) cos a)V r 2 R 



(27) 

The lift gives a positive contribution to the power generation while the drag 
contribution is always negative, reducing therefore the energetic efficiency of 
the turbine. Finally there is another parameter affecting the aerodynamics 
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Figure 17. Angle of attack as function of the azimuth angle and the tip 
speed ratio considering Vi uniform 




Figure 18. Aerodynamic forces on a single blade 



of the blade: the chord/radius ratio c/R. The classic aerodynamic coef- 
ficients of an airfoil are valid only for uniform straight flow but the blade 
feels a "non-straight rotating flow" . In fact the local angle of attack changes 
along the surface of the blade and this effect becomes more important for 
increasing values of the chord/radius ratio as shown in figure 19. In this 
condition the classic experimental and numerical aerodynamic coefficients 
don't describe correctly the interaction between fluid and structure. 
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b) 



Figure 19. Effect of chord/radius ratio for c/R = 0.33 (a) and c/R = 0.1 

(b) 



Summarizing, a reliable analytical model of a VAWT is therefore very 
complicated for the following reasons: 

• the correct knowledge of the aerodynamic coefficients of the airfoil 
profile for different Reynolds numbers and angles of attack; 

• the correct simulation of the hystcretic effects connected with the 
dynamic stall; 

• the characterization of the wake effects on the downstream side; 

• the three-dimensional effects due to finite aspect ratio; 

• the effects of rotating flow. 

2.5 Typical control laws and aerodynamic implications 

The control system of a wind turbine must assure the correct operation 
of the turbine in terms of: 

• keep the rotational speed within a certain range; 

• yaw the turbine axis; 

• keep the power output within a certain range; 

• start and stop the turbine. 

The control can be performed following three main strategies: stall regula- 
tion, pitch regulation and yaw control. 



Stall Regulation This is the most simple machine, the blades are fixed 
and cannot be pitched. The rotational speed of the rotor is kept almost con- 
stant (generally the rotation speed control is implicitly given by the constant 
frequency of the electrical network in which the generator is connected) and 
thus the angle of attack increases with the wind speed. Increasing the wind 
speed the blade can locally stall, causing an increase in drag coefficient and 
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a decrease in lift coefficient, decreasing the load on the blade. The power de- 
crease depends on the geometrical characteristics of the blade (pitch angle, 
twist, chord and aerofoil distributions). If the power is not limited suffi- 
ciently it is necessary to unbolt the blades to change the pitch settings or to 
change the design of the blade itself. When the rotor angular speed w be- 
comes dangerous for the wind turbine structure a safety system is designed 
to slow down the rotation of the blades: it is common on stall regulated 
wind turbines that the outer part of the blades are activated by centrifugal 
force to turn 90dcg acting as an aerodynamic brake (see figure 21). In figure 
20 it is possible to see the power generation curve for a stall regulated wind 
turbine: there is a cut-in velocity for the generation of energy, to reach then 
a maximum to be maintained up to the cut-out wind speed. The maximum 
power generation is constant for a range of wind speeds using the stall to 
control the speed of the rotor. 
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Figure 20. Typical power curve for a horizontal axis wind turbine running 
with a stall or pitch controlled machine. The curves are reported for a rotor 
with two different generator sizes. Cfr. Vaughn (2009) 



Pitch Regulation (Constant Rotational Speed) Pitch regulated ma- 
chines permit to actively pitch the entire blade, and thus to change the angle 
of attack on the entire length. A pitched blade can also act as an aerody- 
namic brake. Regulating the pitch angle of the blade it is possible to control 
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Figure 21. Turnable tip used as aerodynamic brake and activated by the 
centrifugal force. Cfr. Hansen (2008) 



the power output. The power can be reduced by decreasing the local angle 
of attack a in equation 20 by increasing 9. Alternatively it is possible to re- 
duce the power output increasing the angle of attack and forcing the blades 
to stall: this is called active stall. In figure 20 it is possible to see the typical 
power generation curve for a pitch regulated wind turbine that is analogous 
to what said for stall regulated machines. In this case the first part of the 
curve is obtained using the most efficient pitch regulation, the second part 
of the curve, at almost constant power, is obtained decreasing the relative 
angle of incidence (i.e. increasing the blade pitch), reducing the aerody- 
namic efficiency of the blades until the cut out wind speed is reached. In 
figure 22 are quoted the pitch angle curves for an active stall controlled and 
a pitch regulated wind turbine: it can be seen that until the generation of 
the maximum power the pitch control law is similar, and the angle does not 
changes very much. The differences start when generating the maximum 
power: the active stall regulated wind turbine maintains low pitch angles to 
have stalled blades, while the pitch regulated machine increases the pitch 
to generate lower aerodynamic forces. 

Yaw Control It is possible to control the power output of a wind turbine 
by varying the yaw of the rotor. In normal pitch or stall regulated machines 
it is always present a yaw drive aligning the rotor hub with the incoming 
wind speed. For yaw controlled machines the rotor is turned out of the 
wind in high wind speeds to limit the airflow through the rotor and thus 
the power extraction. 

Variable Speed In case the electrical power generation system allows as 
an additional degree of freedom the control of the turbine rotational speed, 
writing the power generation as a function of the tip speed ratio and of 
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Figure 22. Optimum values for the pitch (left side single curve) and 
pitch regulation to avoid exceeding the nominal power (bifurcated right side 
curve). These curves are referred to the "squared line" power characteristic 
quoted in figure 20. . Cfr. Hansen (2008) 



the pitch angle and applying variable speed on a pitch regulated rotor, it is 
possible to run a turbine at a optimum point occurring at a optimum twist 
9 opt and a optimum tip speed ratio X opt as a function of the incoming wind 
speed. In figure 23 are indicated the power curves, parameterized on the 
incoming wind speed, as functions of the turbine rotational speed, so that 
as functions of the tip speed ratio. It is possible to calculate that, for this 
pitch angle, the optimum tip speed ratio is A = 9.8. A variable speed wind 
turbine runs more efficiently than a stall or pitch regulated machine that 
runs at fixed rotational speed: this corresponds to a variable tip speed ratio 
giving a maximum power efficiency for wind speeds around 7 m/s. The 
line that intersects all optimum rotational speed for each wind speed gives 
the optimum regime for the wind turbine. Due to noise emission, the tip 
speed is limited to 70 m/s and therefore the optimum tip speed ratio can be 
obtained only for lower wind speeds. In the upper range of operating wind 
speeds, up to the cut off limit, the turbine will be then controlled through 
pitch control strategies. The drawback of this system is a more complex 
generator architecture, where alternating current (AC) is first transformed 
into direct current (DC) and then back to alternating current with the 
correct frequency using a so-called ACDC/DCAC device. 
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Figure 23. Power generated at constant speed (vertical thin line) versus 
variable speed (thick line) for a NTK 500/41 wind turbine. Cfr. Hansen 
(2008) 



3 Aero-Servo-Elastic Modeling of Wind Turbines 
using Finite Element Based Multibody Procedures 

Authored by C.L. Bottasso and A. Croce 

The simulation of wind turbines requires the ability to model flexible 
structural mechanisms made of several components in relative motion with 
respect to one another, connected by various kinds of mechanical linkages, 
assembled in topological configurations of arbitrary complexity. Such struc- 
tural elements are typically interacting with multiple coupled fields, includ- 
ing aero and hydro dynamic ones, and with a variety of actuators (e.g., pitch 
and yaw actuators, the electrical generator, brakes, etc.), possibly experi- 
encing contacts and impact events among the bodies of the system (e.g., 
within the gear-box, or at the flap stop in a teetering rotor, etc.), operating 
in closed-loop under the action of control systems. 

These complex multi-field models find applicability in a multitude of 
tasks related to the design, verification and simulation of wind energy sys- 
tems, as for example the evaluation of loads in critical components, including 
those made of composite materials as the blades, the analysis of vibratory 
levels, the estimation of damping and flutter margins, the synthesis of con- 
trol laws, etc. Clearly, there is an ever increasing demand from industry 
regarding the fidelity and reliability of such simulations. 
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In recent years, multibody dynamics has emerged as the technology of 
choice for addressing these simulation needs. In fact, the success of modern 
multibody analysis systems can be traced to their ability to model mecha- 
nisms by assembling generalized elements from within a library, much like 
in classical finite element methods (FEM). Each element provides a basic 
functional building block, such as for example a rigid body, a hinge, an elec- 
trical or hydraulic actuator, an interacting field embedded in an external 
application, etc. By assembling and connecting such generalized elements 
together, one has a powerful way of describing complex systems with the 
desired level of modeling fidelity. 

Figures 24 through 26 exemplify possible simple topological sketches of 
wind turbine models. The goal of these examples is just to give an idea to 
the reader of how it is possible to build more or less detailed models of wind 
turbines by using just a few elements and joint types; it is clear that the 
need for capturing certain effects or estimating loads in some components of 
the machine can require models of greater complexity than the ones shown 
here for illustrative purposes. Notice further that the figures are meant 
to represent topological assemblies of joints and bodies, i.e. they indicate 
connections among the various parts, and hence are not to scale. 

Figure 24 shows the topological representations of a three-bladed direct- 
drive machine at left, and a two-bladed teetering one at right. The blades, 
as the tower, are modeled with beam elements with span-varying struc- 
tural properties. The pitch and the yaw bearings are modeled with revolutc 
joints, possibly including frictional effects, connected to actuators. Another 
revolute joint connected with an electrical torque actuator models the gener- 
ator and includes a non-linear damper modeling mechanical losses. Clearly, 
the simple arrangement shown in the figure does not model the actual load 
path in the nacelle-generator-shaft group, but nonetheless it is often suffi- 
cient for conducting load analyses on the rotor or tower; if a greater detail 
in the nacelle-generator-shaft group is necessary, this can be achieved with 
a proper assembly of elements. At the tower base, elastic foundations are 
represented with equivalent springs and dampers in revolute joints. The 
two-bladed teetering model (Figure 24 at right) has an additional revolute 
joint modeling the teetering hinge; by simply defining the angle between the 
hinge axis and the pitch axis once can model the effects of a 63 pitch-flap 
coupling. 

Figure 25 depicts a hypothetical possible model of a wind turbine drive- 
train, comprising a sequence of flexible shafts, flexible couplers and rigid 
bodies. The inclusion of contact elements in the revolute joints of the gear- 
box enables a simple modeling of backlash in the drive-train. 

Finally, Figure 26 shows the topological sketch of a wind turbine with an 
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Figure 24. Topological view of wind turbine multibody models. Left: 
thrcc-bladed direct-drive turbine. Right: two-bladed teetering. 




Figure 25. Topological view of drive-train multibody model. 
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up-tilting rotor, a passive control system that allows the rotor to tilt away 
from the wind when the aerodynamic thrust exceeds a design value. This 
tilting motion is aided with a preloaded torsional spring and has two stops 
which bound the rotation. Two additional hydraulic deceleration cylinders 
are used to smooth the dynamic transitions. In the multibody model, the 
up- hinge system is modeled with a revolute joint with a torsional preloaded 
spring and a backlash contact model, while the deceleration cylinders are 
modeled with prismatic joints with non-linear dampers. 
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Figure 26. Topological view of wind turbine with up-tilting rotor. 



In all these illustrative cases, the wind turbine models are simply ob- 
tained by assembling components from the library of elements implemented 
in a general purpose code, which has no a priori built-in knowledge of 
the topology of the system being modeled, in marked contrast with non- 
multibody-based formulations. Notice that this modeling system also opens 
the way to a hierarchical approach, where more or less refined models of the 
same system are built based on required accuracy, the need to resolve or 
not certain scales in the solution, the limitation of computational cost or 
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the maximization of execution speed, or various possible trade-offs. 

Key to this modeling approach is the capability of handling constraints; 
this, in turn, affects the choice of coordinates, the writing of the governing 
equations and their integration in time, the coupling of the multiple inter- 
acting fields, and a number of related algorithmic details. Several ad-hoc 
formulations have been developed in the multibody dynamics literature for 
niche applications: for example, methods have been developed for maximum 
execution speed in the analysis of systems in tree-like topologies. While 
some of these niche formulations find applicability in the wind energy field, 
in this work we focus exclusively on methods that can be used for modeling 
complex flexible systems with arbitrary topological configurations. 

Historically, the modeling needs of wind turbine manufacturers were an- 
swered by dedicated software programs, as for example GH Bladed (Bossanyi, 
2008), Flex (0ye, 1996) and FAST (Jonkman et al., 2005). Such specialized 
codes are built around given specific configurations of the wind turbine, and 
typically employ few degrees of freedom; furthemore, the modeling of the 
elastic components is based on some form of modal reduction. Although 
such approaches have seen a widespread adoption by industry, have effec- 
tively enabled the design of the current generation of wind turbines, and 
have often compared very favorably with respect to experimental data, it is 
clear that they lack generality. In fact, topological configurations not con- 
templated during the code design phase can not be modeled; furthermore, 
the modal reduction approaches typically imply approximations (e.g., on the 
stiffening effects of rotating beams, or due to small displacement/rotation 
assumptions when formulating flexible elements in a floating frame of refer- 
ence), and, due to linearizations and assumptions, may miss subtle couplings 
among the various sub-components of the machine (rotor, drive-train, tower, 
floating platform, moore lines, etc.). 

More recently, the need for sophisticated analysis tools capable of captur- 
ing all relevant physical processes and couplings has pushed the wind energy 
field towards the more general paradigm of multibody dynamics, grown out 
of demanding applications in other engineering fields, as for example the 
rotorcraft and automotive areas. General purpose multibody codes which 
support wind turbine modeling applications include, among others, Adams 
(Adams, 2010), HAWC2 (HAWC2, 2010), Mecano (Mecano, 2010), Simpack 
(SIMPACK, 2010). 

The following sections describe a finite element multibody formulation 
that is at the heart of the wind turbine modeling software Cp-Lambda 
(Code for Performance, Loads and Aeroelasticity by Multi-Body Dynamic 
Analysis). Cp-Lambda is based on a geometrically exact formulation, where 
the kinematics are handled exactly without approximations even in the pres- 
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ence of arbitrarily large displacements and rotations; this can improve on 
the current modeling abilities provided by legacy codes, for example in the 
case of slender blades undergoing large deflections, or for the modeling of 
off-shore machines. 

To better motivate the choice of algorithms and methods employed in 
Cp-Lambda, and at the same give a quick view of the main methods formu- 
lated within the broader field of multibody dynamics, alternative approaches 
that have been proposed in the literature will also be briefly reviewed. 

3.1 Equations of Motion and Solution Techniques 

Choice of Coordinates. As for many other aspects of multibody dy- 
namics, even the very basic choice of the coordinates used for formulating 
the equations of motion can be made in several very different ways (Gcradin 
and Cardona, 2001). Clearly, each way has its own specific features, which 
make it more or less suited to a given application niche. 

A classical approach used mainly for analytical developments, is to adopt 
a minimal set of coordinates (Gcradin and Cardona, 2001). This approach 
leads to a minimum number of unknowns and of equations which, how- 
ever, are typically very complicated and highly non-linear. This approach 
is difficult to apply to arbitrary topologies, and it is unsuitable for flexible 
systems. 

Another approach uses relative, recursive Lagrangian coordinates. Within 
this category, the Denavit-Hartenberg (Geradin and Cardona, 2001) method 
has been developed for describing with a minimum number of coordinates 
the relative motion of a body connected to another one by a joint, which 
leaves some degrees of freedom free and constraints the others. Clearly, 
such an approach is particularly efficient for tree topologies, and in fact it 
was used in the formulation of the SymDyn software (Stol et al., 2005), a 
rigid body code for wind turbine modeling where the flexibility of blades 
and tower is rendered by means of equivalent hinges. For systems with ar- 
bitrary topologies, and in the presence of closed loops, the method becomes 
much more complicated, and can not avoid the introduction of loop-closure 
constraints. Furthermore, the resulting equations are usually very complex 
and highly non-linear, and hence expensive to evaluate. For flexible sys- 
tems modeled using modal-based elasticity, this approach has been used for 
expressing the motion of a floating frame of reference, whose purpose is to 
describe the gross rigid motion of the body; in addition to this motion, the 
elastic body is assumed to undergo a small deformation about the floating 
frame (Shabana, 1998). This approach leads again to complex expressions, 
most notably of the kinetic energy, and does not readily account for the 
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geometric stiffening effect, which is important in certain applications, as for 
example those involving rotating blades. 

A formulation that is more amenable to problems with arbitrarily com- 
plex configurations is the one based on Cartesian coordinates. In this case, 
each body is regarded as free in space and described with its own set of 
coordinates. Next, constraints are introduced to represent the presence of 
mechanical joints among the various bodies of the system. This way, the 
multibody system is described by a redundant set of unknowns, composed 
by the collection of the sets of each body, often with the addition of La- 
grange multipliers for the enforcement of the constraints (see further on 
in this document). This set of unknowns is redundant, as opposed to the 
previous choices that were minimal or quasi-minimal. On the other hand 
the equations of motion are much simpler, because they are obtained by 
assembly of the equations of the individual bodies and of the constraints, 
with a procedure similar to the one routinely used in finite clement anal- 
ysis. Furthermore, since each body or joint is typically connected with a 
small number of adjacent bodies or joints, the equations of motion have a 
high degree of sparsity, and present a banded nature, possibly after a suit- 
able reordering of equations and unknowns; these aspects are crucial for the 
efficiency of the solution when analyzing large scale problems. 

Another important characteristic of a formulation expressed in terms of 
Cartesian coordinates, is that it is readily amenable to the analysis of flexible 
systems using the finite element method. In fact, each elastic body in a 
multibody system may be described in terms of finite element unknowns, 
i.e. positions and possibly rotations, as in the case of beams, at mesh nodes. 
Specific nodes in the mesh may then be used for connecting the elastic 
body with other bodies or joints in the system, again using a standard 
assembly process. Clearly, the finite element formulation of elastic bodies 
must be capable of describing in exact terms the kinematics of the body 
motion. Such formulations are termed geometrically exact, and are based 
on definitions of the (invariant) strain energy V in terms of strain measures 
e that arc unaffected by arbitrarily large rigid body motions, i.e. V(e) = 
V(Re) if R is an arbitrary rotation (Borri et al., 2000; Gcradin and Cardona, 
2001; Bauchau et al., 2003). Contrary to the floating frame approach, these 
formulations correctly account for geometrically non-linear effects due to the 
kinematics being exact (finite rotation approach), and lead to particularly 
simple expressions of the inertial forces. 
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Lagrange Equations and the Index 3 Form. The Lagrangian of a 
multibody system .M can be written as 

L*=Y,L l {^q) + \-c+ l -pc-c, (28) 



where L{(q, q) is the Lagrangian of the ith body in the system, and q are 
generalized coordinates. The system is subjected to constraints 

c=0, (29) 

which are enforced in Cp-Lambda through two modifying terms of the La- 
grangian: the first, A • c, uses Lagrange multipliers A, while the second, 
1/2 pc • c is a penalty-like term with penalty factor p. Clearly, both terms 
are null when the solution satisfies the constraints. 

For A = one obtains a pure penalty formulation. To enforce the pres- 
ence of the constraints, it is necessary to choose p as a large number since 
c — > only if p — > oo; this however leads to ill-conditioning of the prob- 
lem, so that this practice is not recommended for the large scale complex 
applications that are the focus of the present work. 

For p = one obtains a purely Lagrangian formulation, and this increases 
the number of unknowns with respect to the penalty approach, since one 
has now to solve for both the coordinates q and the multipliers A. The 
multipliers, however, rigorously account for the presence of the constraints 
and their reactions on the bodies of the system. 

The formulation retaining both terms, Equation (28), is termed the aug- 
mented Lagrangian approach. Since constraints are enforced by Lagrange 
multipliers, p docs not need to be chosen as a large number, and hence 
one avoids the resulting ill-conditioning. Nonetheless, the penalty-like term 
proves to be useful because it allows one to factorize the system Jacobian 
(as required for the solution of the equations using a Newton-like method) 
without pivoting (Bauchau ct al., 2009), and this is crucial for efficiency 
when dealing with large scale problems by retaining the handedness of the 
iteration matrix. 

Imposing the stationarity of L* , one obtains the equations of Lagrange: 

Mq + A 1 n = g, (30a) 

c = 0, (30b) 

where /j, arc augmented Lagrange multipliers, fi = A + pc, and A T fx, are 
the constraint reactions. Clearly, at convergence when c = then fi = A, 
and the penalty-like term has no effect on the computed solution. For 
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holonomic constraints, i.e. when c = c(q), then A = dc/dq and A is 
termed the constraint Jacobian. 

Equations (30) are differential algebraic equations (DAEs), since they 
have among their unknowns the algebraic variables A. These equations can 
be turned into ordinary differential equations (ODEs) by taking three ana- 
lytical differentiations of Equation (30b); this has the effect of introducing 
terms in A and therefore eliminates the algebraic nature of the problem. 
For this reason, Equations (30) are said to be in index 3 form (Hairer and 
Wanner, 1996). 

Transformation into ODEs and DAE Index Reduction Approaches. 

It was recognized early in the literature that the solution of high index DAEs 
can cause severe numerical difficulties. For example, the analysis of Pctzold 
and Lotstedt (1986) demonstrated that the condition number of the iter- 
ation matrix for the index 3 form of Equations (30) is 0(/i -3 ), where h 
is the time step size. Furthermore, it was shown that errors grow in the 
Lagrange multipliers as (D(h~ 3 ), and at lower but still unfavorable rates in 
the displacement and velocity fields. Therefore, for DAEs one obtains a 
rather surprising behavior: the solution, which should converge to the true 
one as the time step size vanishes, on the contrary becomes polluted by 
the unavoidable errors that are due to the use of finite precision arithmetic 
and of finite convergence tolerances for arresting Newton iterations. Hence, 
contrary to intuition, mesh refinement makes the problem harder to solve. 
This unusual behavior manifests itself when using small time steps, which 
on the other hand are often necessary for achieving the desired level of ac- 
curacy or for resolving fast solution components present in the solution, for 
example when analyzing contact/impact phenomena. 

The multibody dynamics literature abounds with methods for turning 
problem (30) into an ODE one or for reducing the index from 3 to 2 or 1. 
A comprehensive treatment of the methods that have been proposed goes 
beyond the scope of this work. The interested reader may consult the review 
offered in Laulusa and Bauchau (2008) and Bauchau and Laulusa (2008), 
which also contain a rich list of relevant references. 

Very synthetically, a first family of methods formulates the problem in 
ODE terms by using a minimum set of unknowns. This can be accomplished 
at the level of the coordinates, or at the level of the velocities. 

Considering the first of these two options, if the system is described in 
terms of n (redundant) coordinates q and has m constraints, it is conceptu- 
ally possible to split the coordinate vector into an independent set of n — m 
coordinates qi and a dependent set qa of size m, whereby the dependent 
variables can be expressed in terms of the independent ones: qd = qd(Qi)- 
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This leads to a formulation of the equations of motion without Lagrange 
multipliers, and hence in ODE form. 

Similarly, working at the level of velocities, the so called Maggi-like meth- 
ods seek to write the generalized velocities q in terms of a minimal set of 
n — m generalized speeds e 

q = Be + b 1 (31) 

while accounting for the fact that generalized velocities are constrained as 

Aq + a = 0. (32) 

This is true by definition in the case of non-holonomic constraints, or it 
is obtained by differentiating holonomic constraints once with respect to 
time, i.e. c = 0. It may be proven that B spans the null space of A, 
i.e. AB = 0. Hence, premultiplying (30a) by B T effectively eliminates 
the Lagrange multipliers, leaving an ODE in the generalized speeds e and 
accelerations e. 

Both methods suffer from several drawbacks, and this makes them un- 
suitable for the FEM applications that are the focus of the present work, 
although they have found their niches of applicability in other sectors of 
multibody dynamics. First of all, both when working at the level of coor- 
dinates and at the level of velocities, the choice of the minimal set is not 
unique. This means that one has to devise an automated way of picking a 
set, typically through some form of optimality. Furthermore, the definition 
of the set is often local, and this means that the set might become ill-defined 
in certain configurations of the system; therefore, the set must be contin- 
uously monitored and updated throughout the simulation. While this is 
certainly possible, it significantly complicates the implementation. Further- 
more, while equations in the redundant form (30) are typically highly sparse 
and present a banded pattern, equations in minimal form are usually dense 
or with limited sparsity; unfortunately, the loss of handedness incurs in very 
significant computational costs for large scale FEM-based models. Hence, 
for large problems, the potential advantage of having lowered the number 
of unknowns by moving from a redundant set with multipliers to a minimal 
set, is offset by the increased complexity of the equations. Finally, in the 
case of Maggi's methods, holonomic constraints are accounted for through 
their time derivatives c, and this will cause the position-level constraints to 
drift away from the manifold, i.e. in general the numerical solution q^ will 
be such that c(q^) ^ (although this drift is often limited and sufficiently 
small for being acceptable in practical situations). 

A second class of methods is based on the lowering of the index of prob- 
lem (30), with the bulk of formulations focusing on the index 1 form obtained 
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by appending to Equation (30a) the second derivative of the constraints, i.e. 
c = 0, which yields 

Mq + A T n = g, (33a) 

Aq + Aq + a = 0. (33b) 

The Lagrange multipliers can be readily eliminated from system (33) either 
by straightforward substitution (compute q from (33a), insert into (33b), 
solve in terms of A and replace A into (33a)), or by using a Moore-Penrose 
generalized inverse (Laulusa and Bauchau, 2008). Yet another alternative is 
to compute the null space B of A, and premultiply Equation (33a) by B 1 
to eliminate the constraint reactions by exploiting the fact that AB = 0. 

Even this second class of methods is affected by several problems. First, 
here again the manipulations of the equations that are necessary for turning 
the system in index 1 form and for subsequently solving it, irremediably 
destroy the banded sparsity of the matrices and render the equations highly 
involved and complicated. Furthermore, the constraints are now enforced at 
the acceleration level, instead of the position one. It can be shown that the 
acceleration-level constraint is unstable, so that in this case the solution will 
experience a much larger drift from the constraint manifold than in the case 
of the velocity-level enforcement. Since this is in most cases unacceptable, 
various techniques have been developed for improving the satisfaction of the 
constraints. Here again details go beyond the scope of the present work, 
but in synthesis it can be said that most approaches are based on one of the 
following ideas: the first is to modify the acceleration constraint so as to 
make it stable by the addition of the velocity and position level constraints 
as damping-like and stiffness-like terms, respectively; the second is based on 
the projection of the solution back onto the constraint manifold (Bauchau 
and Laulusa, 2008). The former can not guarantee the exact satisfaction 
of the constraint conditions but only aims at the stabilization of the drift 
effect, while the latter one can indeed compute solutions compatible with 
the constraints at machine accuracy or assigned levels of tolerance. 

As a notable exception, Betsch and Leyendecker (2006) have proposed 
a formulation based on the null space approach. In this case the null space 
is computed starting from a discrete (as opposed to the continuous, as usu- 
ally done) version of the equations of motion, as obtained by applying a 
conserving time discretization scheme. Furthermore, by exploiting the sim- 
pler nature of the discrete equations, the contribution to the null space of 
each individual constraint condition can be computed explicitly and analyt- 
ically up-front, and this results in a major simplification of the numerical 
procedure. 
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Direct Solution of Index 3 DAEs and the Importance of Scaling. 

As previously explained, much of the literature dealing with various ways 
to solve problem (30), does not address the pollution problem directly, but 
rather tries to avoid the problem by turning the problem into an ODE one 
or by lowering the index. It was argued that, unfortunately, this strategy 
incurs in other problems since constraints, being imposed at the velocity or 
acceleration level rather than at the displacement one, typically drift away 
from the constraint manifold. This in turn calls for additional corrective 
actions, in the form of constraint stabilization and/or projection back onto 
the manifold. An alternative approach is to re- write the governing equations 
so as to include both the position-level and velocity-level constraints (Gear 
et al., 1985; Borri et al., 2006), but this comes at the cost of additional 
problem unknowns. 

What is even more important for the applications of interest here, is that 
all these approaches are unsuitable for FEM-based applications, due to the 
loss of banded structure of the problem and to the complexity and numerical 
cost of the manipulations of the equations. From this point of view, it is clear 
that the redundant but highly sparse, algebraic formulation expressed by 
Equations (30) is highly preferable, as recognized already by several authors 
(Orlandea et al., 1977; Cardona, 1989). Furthermore, since the index 3 form 
enforces the constraints at the position level, the "inherited" velocity and 
acceleration-level constraints, although not explicitly accounted for, will be 
approximatively satisfied since they are obtained by differentiation of the 
enforced ones; as noted above, the opposite is not true for the lower index 
formulations, where drift effects are present since "inherited" constraints are 
obtained by integration and not differentiation. Therefore, by adopting an 
index 3 formulation one avoids all complications associated with constraint 
stabilization and projection, while working with relatively simple equations 
with a banded structure. 

Yet, the problem of numerical pollution has to be solved in order to arrive 
to fully effective computer implementations. Stiff integrators denoted by 
high frequency numerical damping help in this regard (Orlandea et al., 1977) 
and are also useful for other reasons, as noted below. But it is only recently 
that the pollution problem has been tackled directly (Bottasso et al., 2007, 
2008; Bauchau et al., 2009), leading to a remarkably simple solution of 
the problem, based on an early hint reported but not analyzed in Cardona 
(1989). The idea is to scale the problem so as to eliminate the unfavorable 
behavior with respect to the time step length h. To this effect, one defines 
a non-dimensional time r = t/h and works with derivatives with respect to 
r instead of t, which are indicated here as d(-)/dr = (•)'. This way, the 
time step in non-dimensional time becomes of unit length. Of course, this 
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scaling of time can be defined at each time step based on the current value 
of h, so that the procedure can be applied with no difficulty in the case of 
variable time step sizes. 

As for most problems in mechanics, a further improvement of the overall 
conditioning of a numerical process can be obtained by using unknowns 
that are well scaled, i.e. all roughly of 0(1). To this effect, one may use, in 
addition to the scaling of time, also non-dimensional coordinates q instead 
of the dimensional ones, q. Similarly, non-dimensional functions of the non- 
dimensional coordinates are noted in the following as (■). 

This way, a non-dimensional augmented Lagrangian may be written as 

L* =^2L i {q\q) + h 2 X-c+^-ph 2 c-c. (34) 

i 

Notice that, since the Lagrangians Li(q,q) are quadratic in the velocities, 
the introduction of the non-dimensional time has caused the appearance 
of a term ft 2 in the two augmenting terms, which must now be carefully 
analyzed. 

For the first of the two, the idea is to define ft 2 A as the scaled Lagrange 
multiplier of the new problem, i.e. we set A = ft 2 A and we solve for A 
instead of A. Once a solution has been computed, A can be straightforwardly 
recovered as A = A/ft 2 , so that constraint reactions can be evaluated. 

For the second of the two, it is necessary to recognize that, for the effect 
of the penalty-like term not to vanish with h —*■ 0, one must set ph 2 = r, 
where r is now the penalty-like coefficient of the new scaled formulation. 

With these choices, by imposing the stationarity of the non-dimensional 
augmented Lagrangian L* , one gets the scaled equations of motion of multi- 
body systems in index 3 form: 

Mq" + A T fl = h 2 g, (35a) 

c = 0, (35b) 

where jl are scaled augmented Lagrange multipliers, p, = A + re. It may 
be proven (Bauchau et al., 2009), that the scaled problem (35) is now com- 
pletely insensitive to the pollution that affects (30). In fact, the error prop- 
agation rates in the solution fields and the condition number are all O(h ), 
which is what one would expect from the solution of an ODE. Hence, by 
scaling alone one may eliminate the problems associated with small time 
step sizes of multibody DAEs, and make them not harder to treat than 
standard ODEs. 

It should be noted that this result is achieved at the sole price of work- 
ing in non-dimensional time with an augmented Lagrangian formulation, 
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and this means that one has to recover the Lagrange multipliers by scal- 
ing them back, a trivial scalar operation of negligible cost. It should be 
further remarked that, typically, further improvements in the conditioning 
and robustness of the problem may be obtained by working with well scaled 
(non-dimensional) variables and equations, as for most numerical problems 
in mechanics, although this will not cure by itself the unfavorable behav- 
ior with respect to h of the original problem; as previously noted, this can 
only be eliminated by introducing the non-dimensional time and /i 2 -scaled 
Lagrange multipliers. 

Numerical Integration Techniques. The numerical integration of the 
equations governing high index DAEs has received considerable attention 
in the literature. The solution of Equations (30) (or (35)) presents features 
that are in common with non-linear transient finite element applications. 
Specifically, here we consider the case where the equations typically model 
the low-medium frequency range of aero-servo-elastic wind turbine systems, 
and where therefore implicit schemes arc superior to explicit ones. Notice 
that we do not address the case of processes with very fast dynamic scales, 
where explicit schemes would be more effective, as for example the simula- 
tion of gear meshing in drive trains or other contact-dominated problems. 
Furthermore, it is a well known fact that the higher frequency content of 
FEM models docs not accurately represent the behavior of the true sys- 
tem, and it is in fact an artefact of the discretization process. When the 
response of these higher frequencies is excited, noise of a numerical origin 
affects the solution, a problem that may be exacerbated in the presence of 
non-linearities to the point of leading to the blow-up of the computation. 
Therefore, stiff time integration schemes are typically used, i.e. integra- 
tors that act as low pass filters for the lower accurate modes and that 
damp out the higher unphysical ones (Hairer and Wanner, 1996; Geradin 
and Cardona, 2001), typical examples being the dissipative members of the 
Newmark family of schemes (and the related modified-a method) , or stiffly 
accurate Rungc-Kutta schemes. 

The idea of designing integration schemes for which non-linear proofs of 
stability arc possible, has also been pursued with success. Dot multiplying 
Equations (30a) by q, it may be easily proven that for sclcronomic (time 
indipendent, i.e. dc/dt = 0) constraints, one has 

E = F e , (36) 

which states that the time rate of change of the total mechanical energy E of 
the system is equal to the power generated by the external forces, P e . This 
implies that constraint reaction forces do not generate nor absorb power, 
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i.e. 

q ■ AX = 0. (37) 

Energy methods are then based on the idea of allowing for the proof of 
these two facts, Equations (36) and (37), at the discrete solution level. The 
procedure is based in essence on two steps: 1) for each unconstrained body 
model in the multibody system, one devises a temporal scheme for which it 
is possible to prove that the discrete rate of change of energy within a time 
step is equal to the algorithmic power generated by the external forces; 2) 
for each joint model in the multibody system, one devises an algorithmic 
discrete version of the constraint reactions for which it is possible to prove 
that no power is generated or absorbed within a time step. Once such 
discretizations have been defined for all body and joint models in the system, 
the assembly of an arbitrary number of such models into a multibody system 
will imply the existence of a discrete version of Equation (36), i.e. 

^ ±1 f Ei = ^ (38) 

which leads to the notion of unconditional stability of the integrator in the 
non-linear regime (see Geradin and Cardona, 2001; Bauchau et al., 2003; 
Betsch and Leyendecker, 2006 and references therein). 

Clearly, energy preserving schemes are unable to damp out the high 
frequency unphysical modes in the system, by their very design. Hence, a 
generalization of this concept has been devised that is based on the proof 
of an energy decay (rather than conservation) statement within each time 
step; this way one retains non-linear stability since energy is bounded from 
above, while at the same time achieving the desired goal of removing the 
unresolved modes from the solution. Cp-Lambda implements such an an 
energy decaying scheme with tunable high frequency damping, as described 
in Bauchau et al. (2003). 

3.2 Element Models 

Body Models. A general-purpose multibody code for the modeling of 
wind turbines must include a library of body models, the simplest being a 
rigid body that can be used for modeling components whose flexibility can 
be neglected or for introducing localized masses. 

The inclusion of flexible elements in a multibody formulation is a very 
ample subject, which offers a wide range of possibilities both in terms of 
mathematical models of the body and of associated algorithms. Here only 
a very short summary of some important aspects of this topic is offered. 

Beam models have attracted a great deal of attention in the literature, 
with the more sophisticated formulations being devoted to the modeling of 
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rotor blades; clearly, beam models also find applicability in the modeling of 
the tower, shaft and other slender structural members of wind turbines. 

The problem of blade modeling is particularly challenging, since it must 
be possible to represent shearing deformation effects, the offset of the center 
of mass and of the shear center from the beam reference line, and all the 
elastic couplings that can arise from the use of tailored composite materi- 
als. Although simple beam models have been used extensively in the past, 
the very long and slender blades of new large machines are calling for an 
increased attention in the modeling of such effects. To provide for accurate 
modeling at affordable computational costs, the three-dimensional elastic- 
ity problem is split into two sub-problems (Giavotto et al., 1983). The first 
problem is a linear, two-dimensional problem defined over the beam cross- 
section that provides the sectional elastic constants. The problem is solved 
by using a linear 2-D finite element approach, where a mesh is used for 
describing with all necessary details the geometric and material characteris- 
tics of the blade cross section. The second problem is a classical non-linear, 
one-dimensional problem defined along the beam reference line that predicts 
the non-linear response of the structure when subjected to time dependent 
loads; this problem is handled in Cp-Lambda using a geometrically exact 
formulation. At the post-processing stage, recovery relations provided by 
the 2-D analysis step can be used for computing the three-dimensional dis- 
placement, strain and stress fields in the beam in terms of the generalized 
one-dimensional strain measures computed using the geometrically exact 
model. The splitting of the three-dimensional problem into two- and one- 
dimensional parts results in very significant savings in computing time with 
respect to a standard three-dimensional finite element analysis. An exam- 
ple of the use of this technology is given later on in this document, with 
reference to the integrated multi-disciplinary design optimization of wind 
turbines. 

In a wind turbine there are often complex structural components that 
can be modeled in linear terms, as for example the nacelle system with its 
structural supporting frame. An effective way of including the effects of 
linear non-beam-like structural members is to use a modal based approach. 
This way a few of the lower modes are extracted from possibly very detailed 
FEM models of the structure. Next, the modal representation of the struc- 
ture is included in the multibody model using a component mode synthesis 
approach, whereby modal amplitudes are used for describing the linear elas- 
tic response of the body in a suitably defined moving frame, while boundary 
degrees of freedom are retained as additional unknowns in the model so as 
to allow its coupling to the rest of the multibody system (Bauchau and 
Rodriguez, 2003). 
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Joint Models. Multibody systems are characterized by the presence of 
joints that impose constraints on the relative motion of the bodies of the 
model. Most joints used for practical applications can be modeled in terms 
of the so called lower pairs (Geradin and Cardona, 2001): the revolute, 
prismatic, screw, cylindrical, planar and spherical joints. 

The kinematics of lower pair joints can be described in terms of Cartesian 
frames. On the (rigid or flexible) body A, we consider a frame with origin at 
a point on the body whose position vector is u , denoted by a triad of unit 
vectors A = (ef, e^, ef). Similarly, on body B, a frame has origin in u B 
and a triad B = (ef ,e B ,e B ). The relative displacement between the two 
bodies in the direction aligned with the unit vector ef is noted di, while 0i 
is the relative rotation about the same vector. Table 1 defines the six lower 
pairs in terms of the relative displacement and/or rotation components that 
can be cither free or constrained to a null value. 
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Table 1. Definition of the six lower pair joints. F: free, C: constrained. For 
the screw joint, p is the screw pitch. 

All lower pair constraints can be expressed by one of the following two 
equations: 

ef ■ (u A - u B ) - di = 0, (39a) 

cos6i (ef ■ e B ) - sin (9, (ef ■ e B ) = 0. (39b) 

The first equation represents a constraint on the relative displacement 
by setting di = 0; on the other hand, by regarding di as an additional 
variable, the same equation serves the purpose of defining the unknown 
relative displacement in the joint along that direction. Similarly, the second 
equation cither constrains the relative rotation if Bi = 0, or defines the 
unknown relative rotation di if this is regarded as a free variable. 

The explicit definition of the relative displacements and rotations in a 
joint as additional unknown variables represents an important detail of the 
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implementation. In fact it allows for the introduction of spring, damper 
and backlash elements in the joints. Furthermore, the time histories of 
joint relative motions can be driven according to suitably specified time 
functions, or can be used as inputs or outputs of control elements. When 
such additional variables are defined, equations(30) take the following form: 

Mq + A T fi = g, (40a) 

c(q) = 0, (40b) 

d(v,q)=0, (40c) 

where the relative displacements/rotations are denoted by the vector of 
algebraic variables is, while (40c) group together all defining equations of 
the kind (39) in the model. The new constraints and algebraic variables are 
of index 1, since one single derivative of (40c) is necessary for introducing 
terms in i>, so that system (40) is an index 1-3 DAE. 

Multidisciplinary Models. Aerodynamic effects in wind turbines are 
accounted for by using a variety of approaches, which range from CFD, to 
free wake models, to more specialized approaches. For example, the models 
routinely applied in transient simulations of wind turbines typically make 
a combined use of lifting lines based on two-dimensional strip theory, each 
lifting line being attached to a beam and moving accordingly, coupled with 
inflow models that describe the flow field induced by the wake over the rotor 
disk; the more sophisticated of such models are denoted by their own set 
of states that are solved together with the multibody DAEs. There aero- 
dynamic models are capable of providing sufficiently accurate estimates of 
the aerodynamic effects, at least in certain operating conditions, at com- 
putational costs that are compatible with their routine use in an industrial 
environment, something that CFD is not yet capable of delivering. These 
models are further improved by the use of a variety of sub-models that ac- 
count for blade tip losses, radial and unsteady flow, dynamic stall and other 
effects. 

In Cp-Lambda, lifting lines can be associated with beam elements and 
their geometric description is given in terms of three-dimensional twisted 
curves; for generality of the implementation, these aerodynamic reference 
curves are distinct from the structural reference ones they are associated 
with. The lifting lines are based on classical two-dimensional blade element 
theory, and account for the aerodynamic center offset, twist, sweep, and 
unsteady corrections. At a number of span-wise stations along each lifting 
line, the aerodynamic characteristics of the aerofoil used at that location 
are given using look-up tables, which store for a given number of angles 
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of attack and Reynolds numbers the values of the sectional lift, drag and 
moment coefficients. Lifting lines arc used here to model the aerodynamic 
characteristics of the blades, but also of the tower and of the nacelle. An 
inflow element can be associated with the blade lifting lines so as to model 
the rotor inflow effects; the code implements the Peters-He dynamic inflow 
wake model (Peters and He, 1995) and a classical blade-element momentum 
(BEM) model (Burton et al., 2001; Manwell et al., 2002; Hansen, 2008) 
based on the annular stream-tube theory with wake swirl. Tip and hub 
loss models are also considered. Figure 27 shows the aerodynamic model 
of the rotor: at different aerodynamic stations, the effective wind value 
is computed as a supcrimposition of different effects: a) the steady state 
mean wind with the turbulent (and/or gust) perturbation, b) the wind 
shear effect, c) the tower shadow correction and d) the inflow model. This 
effective wind, combined with the motion of the airstation computed from 
the one of its associated structural beam, generates the relative wind acting 
at each airstation. 

The wind blowing on the rotor is modeled as the sum of a steady state 
mean wind and a perturbation wind, accounting for turbulence and/or 
gusts. The deterministic component of the wind field implements the tran- 
sients specified by IEC 61400 (PEC 61400, 2005-2006, Parts 1 and 2), the ex- 
ponential and logarithmic wind shear models, and the tower shadow effects, 
which include the potential flow model for a conical tower, the downwind 
empirical model based on Powlcs (1983), or an interpolation of these two 
models. The stochastic component of the wind field is computed according 
to the Mann or Kaimal turbulence models. The turbulent wind is precom- 
puted before the beginning of the simulation for an assigned duration of 
time and for a user-specified two-dimensional grid of points (see Figure 27). 
During the simulation, the current position of each airstation is mapped to 
this grid, and the current value of the wind is interpolated in space and 
time from the saved data. 

The recent literature reports several attempts at developing and vali- 
dating hydrodynamic models for application in off-shore wind engineering 
(Jonkman et al., 2007; Passon et al., 2007). Standard hydrodynamic mod- 
els routinely used by industry, and also implemented in Cp-Lambda, include 
the Jonswap/Pierson-Moskowitz spectrum for irregular waves with upper 
frequency limit, the computation of wave particle kinematics based on lin- 
ear Airy theory, Wheeler stretching, the simulation of regular waves using 
stream function theory and that of irregular waves via digital filtering of 
pseudo-random white noise, and the modeling of current velocities as a lin- 
ear combination of near-surface, sub-surface and near-shore currents. The 
resulting hydrodynamic loads are evaluated according to Morrisons cqua- 
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Figure 27. Aerodynamic model of the rotor. 



tion, and are transferred to structural beam elements through lifting lines, 
as in the aerodynamic case. 

Contact models account for interactions among bodies. Two main fami- 
lies of approaches are used: methods that explicitly model the deformation 
processes which take place in the contact zone, typically based on FEM for- 
mulations using detailed meshes of the contacting parts, and methods where 
such processes are rendered in a simplified, equivalent form. Cp-Lambda im- 
plements the latter class of methods, which are based on the combination of 
a kinematic model with a contact force model. The kinematic model, given 
a mathematical description of the geometry of candidate parts, determines 
whether and where the parts are in contact and the speed of their relative 
motion, while the contact model, based on the information provided by 
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the kinematic model, provides the interaction forces between the contacting 
bodies, including friction. Contact models in wind turbines find applicabil- 
ity in the modeling of stops in joints, e.g. the flap stop in a teetering rotor, 
the modeling of gear meshing or free-play effects in a drive-train, etc. 

Other coupled models frequently used in applications include electrome- 
chanical models, hydraulic models, sensor models, control elements, etc. 

3.3 Solution Procedures 

A general-purpose multibody system for wind turbine analysis imple- 
ments a number of solution procedures, some of which are reviewed next. 

The static analysis solves the governing equations obtained by setting all 
time derivatives to zero, under the action of given static loads, and may be 
computed by Newton-like methods, often in conjunction with continuation 
techniques that allow one to incrementally load the structure, considerably 
casing the convergence process. 

A useful generalization of the static analysis concept is to include also 
the case of assemblies of bodies in the system undergoing rigid body motions 
about a given point at a constant assigned angular rate. The resulting incr- 
tial forces, as well as the aerodynamic forces generated by the same motion, 
can be regarded as steady configuration-dependent loads, and the equilib- 
rium configuration of the system can be easily computed by a standard 
static analysis. This procedure finds applicability, for example, for rapidly 
computing the curves of power Cp and thrust Ct coefficient vs. tip-speed- 
ratio (TSR) and blade pitch /?, as shown in Figure 28. Such curves express 
not only the fundamental aerodynamic characteristics of a machine, but are 
also crucial for the design of its regulation policy for varying wind speed, 
using techniques such those described in Bottasso et al. (2009). 

In fact, when a wind turbine operates in constant (in time) wind condi- 
tions, the machine settles on a periodic orbit (trimmed operating condition) . 
The periodicity of the response is caused by the non-uniformity of the spa- 
tial distribution of the wind over the rotor disk; this is due to the vertical 
wind shear (Earth boundary layer), possible lateral shear, and tower shadow 
effect, and to the fact that the wind direction is in general not parallel to 
the rotor axis, due to the rotor up-tilt and the possible presence of lateral 
(operation in yawed conditions) and vertical wind components (e.g., due to 
the terrain orography in proximity of the wind turbine) . The vertical wind 
shear, tower shadow and rotor up-tilt are always present, while the other 
effects may or may not exist depending on the operating conditions of the 
machine. 

It is a common practice to compute Cp — A — (3 and Ct — A — j3 opcr- 
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Figure 28. Power coefficient Cp (left) and thrust coefficient GV (right) 
vs. TSR A for varying collective blade pitch settings (3, for a hypothetical 
3 MW wind turbine. 



ating curves of a wind turbine using an isolated rigid rotor, by considering 
axial flow conditions and a uniform distribution of the wind over the ro- 
tor, since this yields a steady rather than periodic response. Clearly, better 
estimates could be obtained by computing such quantities using a com- 
plete flexible wind turbine model, rather than the isolated rigid rotor, that 
includes flexible blades and tower, rotor up-tilt, vertical wind shear layer 
and tower shadow effect. Using this model, which captures the principal 
causes for a periodic response of the machine, transient simulations could 
be run for given values of the wind speed, blade pitch setting and generator 
torque. Once the solution settles on a periodic orbit, the zeroth harmonic of 
all quantities of interest could be computed, including values of the power 
coefficient and TSR. 

Instead of conducting transient simulations, an alternative simpler and 
faster approach is to perform static solutions for varying wind speeds, rotor 
speeds and blade pitch settings. During such simulations, the deflected wind 
turbine configuration is computed under the action of the steady aerody- 
namic and inertial loads due to a steady rotation of the rotor at a constant 
angular speed. The simulation also include all other steady loads, such as 
gravity, wind loads on the tower and nacelle, and blade-tower aerodynamic 
interference loads. In practice, such simulation amounts to a snap-shot of 
the wind turbine at a given rotor azimuthal position, where accelerations 
have been neglected except for the inertial loads causes by a constant rotor 
speed. Each one of these simulations is extremely fast to compute, since it 
amounts to a simple (although non-linear) static solution. By computing 
the solution at different values of the rotor azimuthal angle, one obtains a 
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quasi-static picture of the periodic response of the rotor around a full revolu- 
tion. Averaging over the rotor revolution, one obtains quasi-static estimates 
of the necessary quantities (Cp, Ct, etc.). Notice that such estimates are 
obtained using a complete flexible model of the wind turbine that includes 
all principal causes for a period response, without necessitating of the use 
of a regulator. Clearly, by repeating such computations for varying values 
of the TSR and blade pitch, one can obtain the complete Cp — A — (3 and 
Ct — A — curves. 

Once the static deflected configuration has been computed, one may 
consider the dynamic behavior of small amplitude perturbations about the 
equilibrium configuration. This is obtained by first linearizing the dynamic 
equations of motion, and then extracting the eigenvalues and eigenvectors of 
the resulting linear system. Due to the presence of gyroscopic effects when 
rotating parts are present, the eigenpairs are, in general, complex. This 
way, one can readily compile Campbell diagrams, such as the one of Fig- 
ure 29, that reports the eigenfrequencies of the machine for varying RPM, 
highlighting the stiffening effects due to the spinning of the rotor and show- 
ing the relative placement of the natural frequencies with the fundamental 
excitation harmonics. 



flotor out-ol-plane 4-6 
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Rotor out-ol-plane 1-3 
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Figure 29. Campbell diagram of a hypothetical 3 MW wind turbine, show- 
ing the structural natural frequencies of the machine and fundamental ex- 
citation harmonics for varying rotor RPM. 



Stability can be assessed by using methods that account for the fact 
that wind turbines are denoted by periodic coefficients, for example using 
techniques such as those of Bcrtogali ct al. (1999); Bittanti and Colancri 
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(2000). 

The dynamic analysis solves the non-linear equations of motion for the 
complete multibody system. The initial conditions are taken to be at rest, 
or those corresponding to a previously determined static or dynamic equilib- 
rium configuration. The equations of motion of the system are integrated, 
starting from the given initial conditions, under the action of externally ap- 
plied loads, given driving inputs, and the action of closed-loop control sys- 
tems, which on board wind turbines typically include a supervision module 
in charge of selecting the operating condition (start up, power production, 
emergency shut down, etc.) and a pitch-torque controller. Complex multi- 
body systems often involve rapidly varying responses, and this may render 
the use of a constant time step a computationally inefficient strategy, so 
that time step size adaptivity is commonly adopted for increased efficiency. 

Given the complexity and number of the analyses that need to be per- 
formed during the design of a wind turbine, Cp-Lambda implements auto- 
mated procedures that support a number of standard operations, such the 
computation of Campbell diagrams, the automated analysis of all IEC 61400 
DLCs (IEC 61400, 2005-2006, Parts 1 and 2), the determination of trimmed 
periodic conditions, the generation of Cp vs. tip-speed-ratio (TSR) curves, 
the tracing of power curves, the determination of fatigue equivalent loads 
using rain-flow analysis, etc. 

3.4 Corollary Supporting Technologies 

Parameter Estimation. The problem of system identification is con- 
cerned with finding a model that best matches some experimental observa- 
tions. More precisely, given a system S (the plant), the problem of model 
characterization is concerned with defining an appropriate model structure, 
i.e. a suitable class of models M.(p) parameterized in terms of free quan- 
tities p. Then, given class Ai(p), the problem of parameter estimation is 
to find the parameters p such that the model outputs y best match in 
some given sense the measured quantities z. The problem is of a stochas- 
tic nature, since the observations are corrupted by measurement noise, the 
plant maybe excited by process noise, and the model is affected by unknown 
modeling errors. 

Clearly, effective parameter estimation techniques can have a profound 
and positive impact on multibody simulation technology, by closing the 
loop between virtual prototyping and testing of the actual hardware; in 
other words, parameter estimation allows one to tune a model with a math- 
ematically sound approach, rather than doing manual adjustments to the 
model parameters. However, given the level of complexity of modern multi- 
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body models, which arc multi-field and non-linear, the problem of parameter 
estimation is particularly challenging. 

System identification for wind turbines is still in its infancy and much 
needs to be done before mature techniques that work in practice can be 
routinely used by industry. No attempt at covering this broad field is made 
in these notes. We simply mention that typically the problem is broken 
down in the identification of the properties of the system sub-components 
(e.g. blades, tower, actuators, drive-train or its individual elements such 
as shafts and gear-boxes, etc.) using specific experimental observations 
of each sub-system behavior. Such experiments, which may include the 
measurement of natural frequencies, mode shapes, structural deflections, 
temporal responses under known inputs, etc., can be typically conducted 
in the controlled environment of the lab with good accuracy and relatively 
low noise and uncertainty levels. A part from structural measurements, one 
may consider among the sub-system identification steps the identification 
of sectional aerodynamic models, such as dynamic stall models and the 
measurement of airfoil characteristics in the wind tunnel. 

Next, with properly identified sub-system models, it is conceptually pos- 
sible to conduct further identification steps on the whole system operating 
in closed-loop, with the goal of identifying those model parameters that can 
not be estimated in the first step, although very few examples of such an 
approach are present in the literature. Possible parameters that could be 
identified at this stage include coupling interactional terms, such as those 
arising in rotor empirical interference models with tower and nacelle, pa- 
rameters appearing in inflow models, or other complex aerodynamic effects. 
When such experiments are conducted in the field, the expected uncertainly 
levels are much higher, one of the reasons being that the wind incident on 
the rotor is typically measured only at one or very few locations so that the 
wind spatial distribution is unknown or only very sketchily known. Hence, 
one should probably not try to identify from runs of the full system those 
parameters that can be more accurately estimated using specific measure- 
ments of the sub-component behavior. 

[CLB: need some references here] 

Model Reduction. As previously described, the response of a multibody 
system M. to a time history of control inputs u(t) can be obtained by 
solving the governing Equations (30) starting from given initial conditions. 
Accordingly, one may compute the response of the system outputs y(t). 
Consider a second model M. , described by some system of governing ODEs 
or DAEs expressed in terms of its own states x s R™. When subjected to 
the same time history of control inputs u(t), A4 produces a time history of 
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its own associated outputs y(t). Model M. is said to be a reduced model of 
M. if ft <C n and 

y(t)=y(t) + e(t), (41) 

where e(t) is the output error, small in an appropriate norm. Equation (41) 
states that the reduced model M. and the original one M produce output 
responses that differ by the output error e(t) when subjected to the same 
input signal u(t). Clearly, the output error measures the fidelity of M. to 
M. Typically, M. will give a good approximation of M. at the slower scales, 
while the error e(t) will be mostly clue to unmodeled or unresolved faster 
solution components. 

The ability to reliably generate accurate reduced models of wind turbines 
from complex multibody systems can find applicability in several areas, as 
for example the synthesis of model-based control laws, the evaluation of 
the stability of the system, the use in real-time applications with high- 
frequency rates and/or limited computational resources, etc. (Briils et al., 
2007; Lehner et al., 2007; Fehr et al., 2010). The area of model reduction is 
being actively researched. Since the treatment of model reduction methods 
in these notes would be incompatible with space limitations, here only a 
very simple case is illustrated. The example chosen here has no aim at 
generality, and simply shows a very basic reduced model, routinely used for 
the modeling of a collective pitch machine with a very limited number of 
degrees of freedom, and the relationship of such a model to a more refined 
one; specifically, it is briefly shown that one can extract from a refined 
model information, for example in the form of modal mass or stiffness or 
aerodynamic power and thrust coefficients, and then use such information 
within a simpler reduced model. 

A collective-pitch non-linear wind turbine reduced model including drive- 
train shaft dynamics, elastic tower fore-aft motion, blade pitch actuator 
dynamics and electrical generator dynamics can be written as: 

(Ik 



i G )n + r,(n) + r ele - r a (n, &, v w -d,V) = o, 


(42a) 


M T d + C T d + K T d - F a (Q, j3 e , V w - d,V) = 0, 


(42b) 


/3 e + 2^/3 e +uj 2 (p e -/3 c ) = 1 


(42c) 


f el . + ~(T elm -T elc ) = 0. 

T 


(42d) 



The first equation, (42a), describes the drive-train dynamics; tt is the rotor 
angular speed, d is the tower top fore-aft displacement and (3 e is the effec- 
tive blade pitch angle. Moreover, 1r is the sum of the moments of inertia 
about the rotation axis of the rotor hub and of the three rotor blades, while 
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Iq is the moment of inertia of the rotating part of the electric generator. 
The torques acting upon the drive-train include the mechanical losses on 
the shaft bearings TJ, the effective electrical reaction torque T e ; e and the 
aerodynamic torque T a . The mechanical loss 7] is modeled by means of a 
speed-torque look-up table. The second equation, (42b), models the fore- 
aft tower dynamics. Here, My, Cp and Kp are, respectively, the tower 
equivalent modal mass, structural damping and bending stiffness. These 
quantities can be obtained by modal reduction of a detailed finite clement 
model of the tower. Finally, F a indicates the aerodynamic force produced 
by the rotor. The third equation, (42c), is a second order model of the blade 
pitch actuator, where u) is the undamped natural frequency, £ the damping 
factor, and /3 C the blade pitch control input. The model also includes upper 
and lower limits on the pitch and the pitch rate. The fourth and last equa- 
tion, (42d), is a first order model of the electrical generator that includes a 
time delay r, while T e i c is the commanded electrical torque input. 
The rotor aerodynamic force and torque are computed as 

T a =\ P *R* Cp{X f^ V \ v w -dY, (43a) 

F a = - p%R 2 C F (\,p e , V)(V W - df, (43b) 

where p is the air density, Cp and Cp the power and force coefficients, 
respectively, and A is the TSR, defined as A = VtR/(V w — d). Finally, 
V w = V + Vt is the turbulent upstream wind speed obtained as the sum of 
the mean wind V and the turbulent wind V t . For this reduced model, the 
mean wind V is computed by spatially averaging over the rotor disk the 
wind speed profile given by the power law (IEC 61400, 2005-2006, Parts 1 
and 2). Similarly, the longitudinal turbulent wind V t is defined, at each 
time step, as the spatial average over the rotor disk of the wind turbulence 
model centered at the hub. 

Although the model is rather simple, its accuracy can be substantially 
enhanced by a proper modeling of the crucial aerodynamic coefficients Cp 
and Cp. In fact, these coefficients can be computed off-line using a fine- 
scale aero-servo-elastic model, and then stored in tabulated form. This way, 
the reduced model inherits the aerodynamic modeling of the fine scale one, 
while keeping a very simple implementation and extremely low computa- 
tional cost. To estimate the aerodynamic coefficients, several simulations 
are run with the fine scale model, each one for given constant values of 
blade pitch, mean wind speed and electric torque. The resulting power and 
force coefficients are then computed by averaging the periodic responses 
over a rotor revolution; similarly, the averaged TSR is computed. Finally, 
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the power and force coefficients are stored in a look-up table to be used by 
the reduced model, the entries of the table being A, the blade pitch (3 e and 
the mean wind speed V . 

A model such as the one expressed by Equations (42) can be effectively 
used for designing model-based control laws, as for example the collective- 
pitch/torque linear quadratic regulator (LQR) described in Bottasso et al. 
(2009). 

4 Design and Optimization of Wind Turbines — a 
Multi-Disciplinary Approach 

Authored by C.L. Bottasso and A. Croce 

The optimization of the configuration of a wind turbine is a complex 
multi-disciplinary problem. Many considerations of various nature must be 
made and taken into account in order to arrive to a design that achieves 
the right trade-offs between performance and cost, while accounting for a 
variety of other constraints that make that specific design solution viable 
from all relevant points of view. Clearly, tools that can effectively support 
such complex design efforts in a integrated, holistic, manner and with rapid 
turn-around times can be useful for sizing a new machine, for improving a 
tentative configuration, or for studying modifications to existing models. 

The optimization of wind turbines has been the subject of a number 
of investigations in the recent literature. For example, ECNBOT (2010); 
Lee et al. (2007); Maalawi and Badr (2003) and Mendez and Grcincr (2006) 
describe procedures for the determination of the optimal aerodynamic shape 
of rotor blades. Typically such approaches use aerodynamic wind turbine 
models based on variants of the blade element momentum theory; Xudong 
et al. (2009) adopts a more sophisticated aero-elastic model to account for 
the structural dynamics response of the machine, although even in this case 
the optimization is limited to the aerodynamic shape of the blade and does 
not account for the structural sizing aspect of the problem. The purely 
structural sizing problem given an aerodynamic shape has been studied by 
Jurcczko et al. (2005), and specialized FEM-based software for the detailed 
structural analysis of rotor blades is described by Laird (2008). 

On the other hand, the integrated multi-disciplinary optimization of 
wind turbine rotors addresses a much more complex problem, which consid- 
ers the aerodynamic shape optimization, the evaluation of all relevant load 
conditions which in turn requires the definition of appropriate control laws, 
the optimal sizing of the structural members under the effects of the loads, 
considering the mutual couplings between the various sub-disciplines and si- 
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multancously accounting for the presence of a number of design constraints 
of various nature. It appears that there are very few holistic design tools 
with such characteristics, and few papers have been devoted to the sub- 
ject (see Fuglsang and Madsen, 1999; Fuglsang, 2008). Most notably, the 
two codes RotorOpt (Fuglsang, 2008; RotorOpt, 2007) and F0CUS5 (Duin- 
eveld, 2008) implement integrated design environments; on the other hand, 
Jonkman (2008) describes a suite of tools that cover all primary modeling 
needs required to perform a full design cycle, although they do not appear 
to have been yet cast within a unified optimization framework. 

The present section describes a suite of procedures for the integrated 
multi-disciplinary constrained optimization of wind turbines, and that in- 
cludes aerodynamics, load calculation, synthesis of control laws and struc- 
tural sizing. The approach described here, although similar in spirit and 
motivation to the few other published holistic design tools, has two principal 
distinguishing features. 

First, finite element based multibody models are used that can capture 
the relevant aero-servo-elastic characteristics of the system to a high level 
of fidelity. The use of sophisticated models of the machine since the very 
inception of the design, implies that one can immediately account for some 
important aspects (e.g., the placement of the rotor natural frequencies, the 
effects on structural blade sizing induced by constraining the maximum tip 
deflection, and several others), which therefore can express their effects and 
couplings with all other design requirements; with simpler models some of 
these interactions are lost or not properly accounted for, so that the obtained 
design must be modified a posteriori to include the overlooked effects. The 
approach described here is based on a two-level modeling system. The first 
level model is a parametric global model of a wind turbine, implemented 
within the comprehensive aero-servo-elastic non-linear finite-element-based 
multibody dynamics solver Cp-Lambda. The model enables the evaluation 
of a variety of contributors to the merit function and constraints, by run- 
ning simulations that include eigen-analysis and transient design load cases 
according to IEC 61400 (2005-2006, Parts 1 and 2), as necessary. The sec- 
ond level model is a finite element parametric cross sectional model of the 
blade, that enables the calculation of section-wise stresses and strains under 
the loads computed on the first model, to support the determination of a 
minimum weight blade configuration satisfying all associated required con- 
straints. The two-level modeling is closed by synthesizing on the detailed 
blade model beam-equivalent structural and inertial characteristics that are 
then used in the definition of the multibody model. 

Second, many of the complex considerations that are made by the de- 
signer so as to ensure a viable solution are formulated as constraints to 
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the optimization problem. Although this has been in part done in previous 
works on the subject, in the present effort we have tried to include as many 
of the crucial design constraints as possible. In fact, many constraints have 
profound couplings with the functioning of the machine and hence have 
complex effects on its design. For example, the inclusion of a noise con- 
straint even through a simple limit on the tip speed, alters the regulation 
strategy of the machine in between regions II and III (Bottasso et al., 2009), 
and this has an effect on the power curve and hence on the annual energy 
production; this effect is mitigated by changing the rotor solidity, that in 
turn alters the loads and might interact with other geometric constraints, 
for example on the maximum chord length for ensuring the transportability 
of the blade on-board trucks. Another constraints with complex effects on 
the design is the relative placement of the rotor natural frequencies with 
respect to the predominant harmonic excitations, which should be done 
correctly to avoid the insurgence of resonant conditions within the whole 
operating envelope of the machine. Clearly, this can only be done while si- 
multaneously ensuring a blade that, under the maximum experienced loads, 
does not exceed the maximum allowable stresses and strains, does not have 
excessive deflections and is also of minimum possible weight. For capturing 
the effects of such constraints in a correct way, they need to be consistently 
enforced during the design optimization, which is one of the highlights of 
the present approach. 

Space constraints preclude a detailed description of the proposed proce- 
dures in this work; the interest reader may find a more complete discussion 
and further examples in Bottasso et al. (2010). 

4.1 Multi-Disciplinary Optimization Algorithm 

The multi-disciplinary optimization of a wind turbine is here considered 
as a multi-objective design problem where one seeks a compromise between 
the maximization of the Annual Energy Production (AEP) and the weight 
of the machine. We implicitly assume that weight is well correlated with 
cost; however we do not use cost here because reliable cost models are not 
available in the public domain. 

The problem is challenging for a number of reasons. First, the problem 
is subjected to a number of inequality constraints that translate various 
additional requirements (see below for details); many of these constraints 
are active at the optimal solution. Second, the evaluation of the merit func- 
tion contributors and of the constraints can be computationally expensive, 
especially if using refined models of the machine and a large set of loading 
conditions. Although powerful methods are available for efficiently deal- 
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ing with costly functional evaluations, for example using response surfaces 
or neural networks, these are often not well suited for highly constrained 
problems as the present one. 

The procedure described here was devised for allowing the execution of 
a complete design loop on a standard desktop computer in a reasonably 
fast way, typically in one-two days. To satisfy this requirement, the multi- 
objective design is not formulated as a Pareto optimal problem, but rather 
using a combined cost defined as AEP divided by total weight. Furthermore, 
to minimize the number of expensive functional evaluations, a special two- 
stage procedure was devised, as described next. It is clear that the use of 
parallel processing or more powerful computational resources might allow for 
different approaches than the one described here, or for the same approach 
to be executed in shorter time. 

The two-stage process is formulated as follows. 

At first, we compute an optimal solution that yields the maximum AEP 
with the minimum possible weight of the rotor blade. As shown later on, 
this problem leads to an iteration that alternates between a purely aerody- 
namic optimization of the blade twist and chord distributions for maximum 
AEP given a structural configuration, and a purely structural optimization 
for minimum blade weight given an aerodynamic design. The former prob- 
lem also determines the weight of the other design-parameter-dependent 
components of the machine, i.e. drive-train and generator. This analysis is 
conducted for assigned values of some macro configuration parameters, typ- 
ically the rotor radius, the maximum chord, and/or a blade taper measure. 
The design above is repeated for different values of the macro-parameters. 
This generates a family of different AEP optimal designs, each one achieving 
the least possible blade weight for that AEP. 

Next, the family of optimal design solutions is interpolated with respect 
to the independent macro-parameters, and the design that achieves the best 
ratio of AEP and total weight is found by computing the maximum of the 
interpolated combined cost (see later on for details). 

The first step above involves essentially uncoupled aerodynamic and 
structural optimizations, which therefore can be performed at reasonable 
computational costs. The coupling between aerodynamic and structural so- 
lutions is brought about at the second step of the procedure, where AEP and 
total weight are combined together (notice that total weight is used in this 
stage, where the non-blade related weight components are estimated using 
weight models, so the weight optimization is not limited to the sole rotor 
blade). This step however still implies reasonable costs, since the combina- 
tion is performed when optimizing with respect to the macro-parameters, 
which arc usually just very few in number. 



Aero-Servo-Elastic Design of Wind Turbines 151 

Stage 1: Maximum AEP for Minimum Blade Weight. The problem 
of finding the configuration that yields the maximum possible AEP with the 
minimum possible weight of the rotor blade is formulated as the following 
constrained optimization: 

Function (p* a ,p* s ,P* ,w*) = MaxAEPMinBladeWeight(p a ,p s ,D) : (44a) 
P* = min AEP (p a ,p sl D) (and p* a = arg min AEP) , (44b) 

Pa Pa 

s.t.: g a {p a ) < 0, (44c) 

Utip < w tip max : (44d) 

wl = min Wb(p s ,D) (and p* — arg min Wb), (44e) 

Ps Ps 

s.t.: g s (p s )<0, (44f) 

u(p a ,D)€[u L ,uv], (44g) 

E = LoadEnvelope(p ,p s , D), (44h) 

a{p s ,E,D)<a aAm , (44i) 

e(p s ,E,D)<e adm , (44j) 

d tiPia Jp s ,E,D)<6 tip ^ m . (44k) 

Here and in the following functions are used (as in Equation (44a)) to 
highlight the input and output data of the various algorithms, which is 
useful for clarifying how the proposed procedures work. 

In problem (44) , p a and p s are aerodynamic and structural, respectively, 
unknown parameters to be optimized, while D is a list of given data: 

D = {P r ,[V in ,V out ],R,H,AF,C,v tiPin ^L DLC ,...}. (45) 

Among the many possible elements in the list D, we mention here specifically 
the rated power P r , the wind speed range [V; n , T^ut] between the cut-in Vi n 
and cut-out V out speeds, the rotor radius R, the tower height H, the list 
AF = {..., AFj, . . .} containing the airfoil types used along the blade span, 
the wind turbine class C (IEC 61400, 2005-2006, Part 1), the maximum 
allowed tip speed to limit noise emissions «tip (IEC 61400, 2005-2006, 
Part 11), and the list Ldlc ={■•■, DLC i.j, . . .} containing all Design Load 
Conditions (DLCs) (IEC 61400, 2005-2006, Parts 1 and 2) that one wants 
to consider in the optimization of the machine. 

Problem (44) seeks a minimum for the AEP function. The optimal AEP 
is noted P* and the aerodynamic parameters describing the correspond- 
ing wind turbine configuration are noted p* (see Equation (44b)). The 
problem is subjected to three sets of constraints. The first is given by 
Equations (44c), that in general are used to expressed desired conditions 
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on the unknown aerodynamic parameters (often in the form of simple lower 
and upper bounds, for example to limit the maximum blade chord so as 
to satisfy transportability constraints). The second constraint ensures that 
the blade tip velocity does not exceed a given limit, to contain noise emis- 
sions. The third constraint is the optimal blade weight problem expressed 
by Equations (44e-44g); hence problem (44) finds the machine that maxi- 
mizes the AEP subjected to the constraint, among others, of having a rotor 
blade of minimum weight. 

The optimal blade weight wl minimizes the blade weight function Wb, 
which is computed on the detailed structural blade model; the associated 
optimal structural parameters are noted p* (see Equation (44c)). The total 
weight w of the machine is computed as the sum of the drive-train and 
generator weight Wdt+g, plus the weight of the B blades, i.e. 

w = w dt+ y + Bw* h . (46) 

It is assumed that the weight of the other components of the machine are 
almost constant with respect to the design parameters, at least within a 
certain machine category, and hence can be neglected in an optimization, 
since their gradients are essentially null. The weight of drive-train and 
generator are given by a weight model in terms of the rated power, maximum 
rotor speed and maximum torque, i.e. 

Wdt+y = Wdf+jf^^max.'imax). (47) 

The rated power is an assigned input to the problem; the maximum rotor 
speed is either given by the tip speed constraint or by the rated rotor speed, 
and the maximum torque can be computed once the regulation policy is 
known. 

Even the optimal blade weight problem (44c) is subjected to a number 
of constraints, which are detailed next. Equations (44f) express bounds or 
other more complex desired conditions on the unknown structural parame- 
ters (e.g., constraints on the maximum relative position between sectional 
center of gravity and pitch axis, or limits on ply taper rates to account for 
the fact that the increase/decrease of the number of plies in a composite 
laminate must satisfy certain ply per length constraints imposed by manu- 
facturing and technological considerations). 

Inequality (44g) constrains some natural frequencies us of the structure 
to lie within the admissible bounds [<*>£, u>(/], to avoid resonant conditions 
in the operating envelope of the machine. For example, a typical condition 
is the requirement for the first blade flap natural frequency uj\ fl ap , which 
is the lowest blade eigenfrcquency for a conventional configuration, to be 
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larger than the three-per-rev frequency at the rated rotor speed u>3p(Cl r ), 
i.e. 

uji flap > si/a;3p(O r ), (48) 

where s±f is an appropriate multiplicative factor. 

Next, Equations (44h) define the load envelope E, i.e. the extreme 
loading conditions at all points of interest obtained by computing all DLCs 
in list Ldlc <= D. 

At a number of cross sections along the blade span, the maximum stress 
components are noted cr(p s ,E,D); the notation highlights the fact that 
these quantities depend on the structural configuration p s , load envelope 
E (which in turn depends on p a , p s and D, cfr. Equation (44h)) and 
given data D. Inequality (44i) constrains the maximum stresses to be lower 
than a given admissible upper limit <r a( j m ; according to IEC 61400 (2005- 
2006, Parts 1 and 2), safety factors are included in the DLC loads, and 
therefore are automatically accounted for in the load envelope. Similarly, 
inequality (44j) constrains the maximum strains e. 

Finally, inequality (44k) constrains the maximum blade tip deflection 
^tip mlx measured throughout all DLC simulations in list LdlCj i-e. 

8ti p = max max<5tip(£, DLC). (49) 

max LdLC * 

The definition of the load envelope used in this work includes also the loads 
that cause the maximum tip deflections; similarly to what done for sectional 
stresses and strains, we use the notation Sti p (p s ,E,D) to highlight this 
fact. 

Problem (44) is a nested constrained optimization problem, i.e. an op- 
timization problem that has among its constraints a second constrained 
optimization problem. The direct solution of problem (44) may require a 
significant computational effort. A very considerable simplification of the 
problem may be obtained by realizing that the AEP of a machine depends 
to a large extent on its aerodynamic design, and considerably less so on its 
structural one (i.e. it strongly depends on airfoils, chord and twist distribu- 
tions along the blade span, rotor radius, tower height, etc., and much less 
so on the thickness of the external shell of the blade, the location and sizing 
of the spars, etc.). 

Under this hypothesis, the nested problem (44) can be solved by two 
consecutive constrained optimizations: the first maximizes the AEP and 
finds the corresponding optimal aerodynamic parameters assuming frozen 
structural ones, while the second minimizes the blade weight and finds the 
optimal structural parameters by using the optimal aerodynamic ones ob- 
tained through the first optimization. If one suspects a coupling between 
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structural parameters p s and AEP, the procedure can be iterated until 
convergence. The resulting simplified sequential constrained optimization 
algorithm can be expressed as follows 

Function (p*,p*, P* , w*) = SequentialMaxAEPMinBladeWeight(p a ,p,,, Z?) 

(50a) 

do (50b) 

(p* a ,P£) = MaxAEP(p Q ,p s ,£), (50c) 

(p* s ,W*) =MinBladeWeight(p;,p s ,£>), (50d) 

A??a = Up* -Pall, Ap s = ||p* -p s ||, (50e) 

Pa=P* a , Ps=P* s , (50f) 

while ( Ap a > tol Pa and Ap s > tol Ps ) . (50g) 

The first of the two optimizations in (50) is the maximum AEP problem 
that, from (44), writes 

Function {p* a ,P;) = MaxAEP(p a ,p s , D) : (51a) 

P* = min AEP(p„, p s , D) (and p* = arg min AEP), (51b) 

Pa Pa 

s.t.: g a ( Pa ) < 0, (51c) 

«tip < «ti Pmax ■ (51d) 

The second optimization as expressed in problem (44) (sec Equations (44e- 
44g)) can also by itself imply very considerable computational costs, since it 
requires a computation of the load envelope E for each change in the struc- 
tural design variables p s . A very considerable simplification is obtained by 
using an iterative approach where the load envelope is considered as frozen 
at each step: 

Function (p*,w*) = MinBladeWeight(p a ,p s , D) : (52a) 

E = LoadEnvelope(p u ,p s , D), (52b) 

do (52c) 

(P*si w *) — MinBladeWeightFrozenLoads(p a ,p s , D,E), (52d) 

E' = LoadEnvelope(p a ,p*,£>), (52e) 

Ap s = ||p:-p s ||, AE=\\E'-E\\, (52f) 

p s = P :, E = E', (52g) 

while {Ap s > tol Ps and AE > tol E ), (52h) 
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where a minimum weight blade structure for a given load envelope is com- 
puted as 

Function (p*,w*) = MinWeightBladeFrozenLoads(p a ,p s , D, E) : (53a) 
p* = minW(p s ,D) (and w* — argminVF), (53b) 

Ps Ps 

s.t.: g s (p s ) < 0, (53c) 

u(p s ,D) G [u L ,u>u], (53d) 

a-(p 8 ,E,D)<a a , dm , (53e) 

e{p s ,E,D)<e adm , (53f) 

d tiPni J Ps ,E,D)<S tip ^. (53g) 

Within the minimum weight optimization at frozen load envelope, stresses, 
strains and maximum deflections arc computed for varying structural pa- 
rameters, but keeping the loads fixed. The use of frozen loads is based on the 
hypothesis that the load envelope E changes slowly with respect to changes 
in the structural design parameters p s , which is a reasonable assumption in 
this case. Note that the effects of the design on the load envelope is just 
temporarily frozen to reduce the computational cost, and it is recovered by 
the iteration in (52). 

The constrained optimization problems (51) and (53) can be solved in 
a variety of ways. When refining an already good design solution, which 
hence provides an initial guess close to the optimal one, gradient-based 
methods can be used effectively; for the solution of both problems we have 
used the implementation of the sequential quadratic programming (SQP) 
method available in the f mincon routine of the MATLAB® software. For the 
solution of problem (51), we have also used the commercial optimization 
software Noesis Optimus®, that offers a choice of different global and local 
optimization methods and supporting functional approximation techniques 
that allow for a more thorough search of the design space. 

Stage 2: Combined AEP and Total Weight Cost with Expansion of 
Design Parameters. After having computed an optimal solution using 
algorithm (50), it is in general useful to free one or more of the assumed 
parameters in list D. For example, one might be interested in optimizing 
the solution with respect to the rotor radius R; this might have a complex 
repercussion on the solution, since a different radius will not only modify the 
area swept by the rotor, but will also imply different loads and, for a given 
maximum tip speed, a different rated rotor speed and hence a different 
region IF/2 in the power curve (Bottasso et al., 2009), and many other 
effects, such as a change in the weight not only of the blade but also of the 
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drive-train and generator. Clearly, there arc several parameters other than 
the radius that an analyst might want to study for identifying trade-offs and 
evaluating design sensitivities, such as the solidity, maximum blade chord, 
etc. 

The optimization of the ratio of AEP and weight with respect to param- 
eter Di E D can be formally written as 

p* 

max — (54a) 

Di w* 

s.t.: AelA^Aj, (54b) 

(Pa>Psj-f£)W*) = SequentialMaxAEPMinBladeWeight(p a ,p s ,L>), 

(54c) 

where Di L and Di v are lower and upper, respectively, allowable bounds on 
Di. Often, optimizations with one or two unknown variables as the one in 
problem (54), can be solved by simply solving (54c) for different values in 
the range [D iL , Di v ]. Interpolation of these family of optimal design points, 
for example using cubic splines, gives a way to readily and inexpensively 
compute the maximum of the merit function. 

4.2 Models and Their Implementations 

The optimization procedures described in Section 4.1 require the abil- 
ity to define parametric aero-servo-elastic models of a wind turbine, and 
to perform a variety of simulations on the model for each instantiation of 
its parameters. Such simulations include the computation of a number of 
given DLCs, the generation of the charts of power, torque and thrust ver- 
sus tip-specd-ratio, the computation of power curves in turbulent wind, the 
evaluation of the natural frequencies of the structure and the associated 
Campbell diagram, etc. 

In this work, aero-servo-elastic models of wind turbines arc implemented 
with the software Cp-Lambda, described earlier on in this work. 

The aerodynamic parameterization is simply obtained by parameterizing 
the twist and chord span-wise distributions of the lifting lines of the model. 
For efficiency, the multibody formulation uses beam models for describing 
blades and tower. On the other hand, the structural parameterization used 
by the optimization problem is based on detailed structural models of the 
blade cross sections at a number of span- wise locations (see Figure 30); from 
the parametric detailed sectional models, equivalent cross sectional stiffness 
and incrtial data are generated using the approach of Giavotto ct al. (1983), 
which leads to the characterization of the sectional beam data necessary 
for the definition of the multibody model. The sectional models arc also 
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used for the calculation of the maximum stresses and strains experienced at 
each design cross section for the considered DLCs, stresses and strains that 
appear among the optimization constraints. 




(A) 



(B) 




(C) 



Figure 30. Cross section types. A: three cell with shear webs and spar 
caps; B: three cell box type, with single inter-web capping; C: three cell, 
with single capping extending fore and aft of the shear webs. 



For conducting the transient simulation of all DLCs needed by the op- 
timization procedures, it is necessary to automatically synthesize a pitch- 
torque controller capable of regulating each new instantiation of the machine 
across its entire operating envelope. This capability, which is crucial for the 
automation and robustness of the whole optimization procedure, is here 
implemented with the collective-pitch/torque linear quadratic regulator de- 
scribed in Bottasso et al. (2009). 



4.3 Applications and Results 

We first consider the optimization of a Class III A 2.8 MW machine, 
whose characteristics are given in Bottasso et al. (2010). The blade struc- 
tural layout uses a box type three cell configuration, with a single cap con- 
fined within the two planar shear webs (see Figure 30(B)). The root region 
of the blade has caps that gradually extended to occupy a larger chord frac- 
tion, until they brace the full root circle. The thickness of the root section 
is set to 80 mm, to accommodate the connecting bolts. The structural op- 
timization parameters p s are defined as the common thickness of the two 
shear webs, the common thickness of the upper and lower caps, and the 
thickness of the external blade shell. The blade is made with two different 
materials, a unidirectional carbon fiber that is used for the caps, and a bi- 
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axial glass fiber for the external shell and the shear webs. Non-structural 
mass is accounted for with both surface-proportional and span-proportional 
quantities. 

A family of three AEP-optimal blades was generated, each family mem- 
ber being indexed by a specific value of the taper measure r = L c(r])ridr]/Sb 7 
where 77 6 [0, 1] is the non-dimensional span-wise coordinate, c the local 
blade chord and Sb the blade area. Next, for each blade family member an 
optimal weight sizing was performed. The principal characteristics of the 
computed blade family members are reported in Table 4.3 (further details 
are available in Bottasso et al. (2010)). The effect of the taper constraint 
on the extent of region II1/2 is apparent, and in turn it induces an effect on 
AEP. 

Table 2. Principal characteristics of the blade family members for the 
2.8 MW wind turbine. 



r 


p* 

V 


Cj/ 


X n 


V111/2 


V r 


< 




[MWh] 






[m/sec] 


[m/sec] 


[Kg] 


0.38 


8.727e9 


0.4910 


10.05 


7.4 


12.9 


17331 


0.40 


9.134e3 


0.4911 


9.01 


8.4 


12.0 


11107 


0.42 


9.296e3 


0.4882 


8.15 


9.2 


11.4 


10546 


0.429 a 


9.312e3 


0.4867 


7.90 


9.5 


11.2 


10261 



No constraint on t. 



Figure 31 shows the span-wise chord distribution of the blade family 
members; the taper constraint moves the blade area in-board, while clearly 
also affecting the solidity since the maximum chord constraint is active for 
all blade solutions. 

It is interesting to observe that increased tapering comes with an in- 
crease in blade weight w^ . One might initially be tempted to think that the 
opposite should be true, since less tapered blades have more chord outboard 
along the span and hence should experience larger bending loads, and this 
in turn should induce a weight penalty. In reality, this blade is not sized 
by extreme loads, and in fact the stress and strain constraints (53e,53f) are 
mostly inactive at convergence. The blade sizing is driven in this case by 
the tip deflection and frequency placement constraints, that become harder 
to solve for more tapered blades, and this explains the lower weights of the 
less tapered solutions of Table 4.3. 

Finally, the compromise between AEP and weight was analyzed by using 
stage two optimization, although in reality in this particular case the solu- 
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Figure 31. Chord shape of the blade family members for the 2.8 MW wind 
turbine. 



tion is self evident, since increases in AEP are accompanied by decreases 
in weight (see Table 4.3). The behavior of the combined cost Py/w^ vs. 
the taper parameter r is given in Figure 32, at left. Clearly, the blade that 
achieves the best compromise is the one with a taper parameter r = 0.429, 
and it is therefore assumed as the final result of the present design process. 
Although the problem in this case does not present a maximum, the trend 
of Figure 32 (left) can be used for predicting possible further improvements 
in the design obtainable with reductions in tapering, i.e. for an increase in 
the r parameter. 





0.4 0.405 0.41 0.415 0.42 0.425 



0.41 0.42 0.43 0.44 



Figure 32. Combined cost AEP /wt, vs. taper parameter r, for the 2.8 MW 
(left) and the 3 MW (right) wind turbines. 



To illustrate the complex and different effects that constraints can have 
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on a design, we consider also the optimization of a 3 MW wind turbine, 
with a 53.2 m radius and a maximum chord of 3.9 m. The analysis was 
performed in a way very similar to the one of the previous example. In 
particular, the aerodynamic optimization was conducted for different values 
of the r parameter, and for each of the members of the family of optimal 
aerodynamic designs a weight-optimal structural sizing was performed. 

The behavior of the combined cost P* /w% vs. the taper parameter r is 
given in Figure 32 at right. It appears that in this case the merit function has 
a maximum around r = 0.43. An analysis of the solution can help explain 
the different behavior than the one observed in the 2.8 MW case. In fact, 
the longer blade span and small maximum chord of the present design is 
penalized by excessive outboard chords, since this lowers the flap frequency 
and increases loads and in turn tip deflections, so that a compromise solution 
of intermediate taper emerges as the optimal one. 

5 Wind Tunnel testing of Wind Turbines 
Authored by A. Zasso and P. Schito 

Since the first aerodynamical studies wind tunnel tests provided very 
helpful information to scientists and engineers. The advantage of wind tun- 
nel testing is to allow measurement and visualization of the flow effects on 
the model in fairly well controlled and known conditions. 

As far as concerns wind turbines, it is historically relevant to quote 
that the first quantitative design and optimization of a wind-mill has been 
attempted by the Danish scientist Poul La Cour in 1896, when he started to 
test small models of windmills in his own Wind Tunnel, probably the first 
such experiments in the world focusing on windmills. After a few weeks 
of experiments La Cour came to some general conclusions that are still 
accepted as far as concerns the overall architecture of a Wind Turbine. 

Although being very interesting to note that the first quantitative ap- 
proach to the wind turbine design relied strongly on Wind Tunnel scale 
model experiments, in the current development and optimization of modern 
Wind Turbines the role of Wind Tunnel experiments changed from the con- 
sideration of the overall machine essentially to the study of the wing profile 
performances. The design and prediction of the overall machine aerody- 
namic performances relies as a matter of fact almost entirely on numerical 
simulations. 

Recently on the other hand a renewed attention has grown on possi- 
ble valuable information coming from wind tunnel experiments, due to the 
complexity of the tasks involved evaluating the actual wind turbine behavior 
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due to natural wind boundary layer, wind farms wakes effects, acroelasticity 
issues. 

For those reasons, the relevant role of the experimental approach is nowa- 
days the allowance for validation of the numerical simulation techniques 
through direct comparison of the experimental measured data with the re- 
sults predicted in the scale of the experiment by the same numerical simula- 
tion codes working full scale, of course the advantage relies on the controlled 
and known boundary condition of the experiment as well as experimentally 
known characteristics of the used wing profiles. 

In the following paragraphs the fundamental concepts on which relies the 
wind tunnel experimental techniques are presented, with finally a focus on 
three test cases directly experienced at Politecnico di Milano Wind Tunnel. 

A wind tunnel is generally composed of a inflow and outflow section 
(open circuit facility case), one or more fans to produce the flow and a test 
section. Of course there many important details in the design of the circuit 
as well as specific devices positioned along the flow (e.g. honeycomb / grids 
/ vortex generators) allowing to realize the desired uniform / turbulent flow 
and to provide the most reliable results of the experiments. On the other 
hand for obvious reasons it is necessary to realize scale models of the true life 
Wind Turbines, with relevant problems concerning miniaturization , scaling 
effects, blockage effect and measuring issues. 

5.1 Similitude Laws (and consequent limitations) 

Wind tunnel testing needs the fulfilment of some basic similitude law. 
Not all laws must be observed in all wind tunnel tests, but it depends on the 
phenomenon under study. The definition of similitude is: "Two phenomena 
are in similitude if, making adimensional each physical variable with respect 
to a suitable reference quantity, the mathematical relationships between them 
result identical". For example two phenomena are in dynamic similitude if 
all the dynamic quantities are in a constant relationship. Fluid dynamic 
similitude needs: 

• Geometrical Similitude (geometrical scale) 

• Kinematic Similitude (scale of velocities) 

- equal Reduced Velocities {Strouhal Number) 

• Dynamic Similitude (scale of forces) 

- Inertial forces t Reyno l ds numoer ) 
Aerodynamic j orces v u ' 

- InerUalforces l FrQude numher ) 

Gravitational j orces \ / 

To formalize these similitudes it is necessary to define some scales: 



162 A. Zasso et al. 

LENGTH SCALE : X L = -^ (55a) 

Lr 

VELOCITY SCALE : \ v = — (55b) 

FREQUENCY SCALE : X f = — (55c) 

where the subscript M is referred to the model characteristics and the 
subscript R to the full scale object. In fluid dynamics some similitude 
numbers have been defined by Reynolds (Re), Froude (Fr) and Strouhal 
(St): 



„ inertia! forces pVL 

Re = J - = (56a) 

viscous forces u 

„ inertial forces V 2 ,„„,.. 

Fr = •' = — (56b) 

gravitational j or ces Lg 

aerodynamictime L 1 , . 

M = r ; = / 77 — 77~ (56c) 

mecnanicaitime V V* 



where p is the air density, V the wind speed, L the characteristic length, 
H the dynamic viscosity, g the gravity acceleration and / the frequency. 
It can be seen that the Strouhal number is inversely proportional to the 
reduced velocity V*. A very important similitude for wind tunnel tests 
is the geometric similitude. Another important similitude is the Reynolds 
similitude, but in cases where it is important to have a Reynolds and a 
Froude similitude a problem arises in the scaling procedure: the number 
of free parameters of the system is less than the non-dimensional numbers 
assumed as fundamental in the phenomenon. This does not allows to have 
a full similitude. Let's have an example: in a wind tunnel test it is possible 
to consider gravity g, viscosity fi and density p as fixed parameters so that 
it is shown in equations 57a and 57b that a simultaneous Froude and 
Reynolds similitude is not allowed. 



Re M = Re R =j> (£ ) M = (^ ) R => X v = — (57a) 

FR M =Fr R ^(^-) M = (^) R ^\ v = ^X L (57b) 

Lg Lg 
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Since the physics of a wind turbine requests a full fluid dynamic simili- 
tude, reliable wind tunnel tests should require: 

• geometric similitude — ► geometric scale; 

• kinematic similitude / wake similitude — ► equal Strouhal number or 
reduced velocity or tip speed ratio; 

• dynamic similitude — > equal Reynolds number. 

The Reynolds similitude can be synthesized with a graphic representa- 
tion as reported in figure 33. This relationship is then formalized in equation 
58 




2V 



Figure 33. Reynolds similitude sketch 



Re 



M 



Re f 



{ )M 



{ — )r ^\v = ^- (58) 



For a HAWT it is possible to note in figure 34 and in equation 59 that 
Reynolds similitude permits to satisfy also the Strouhal similitude since the 
geometrical scale on R is balanced with the correct frequency scale on the 
rotor speed u. 



2V = 4uix R/2 



V = ujR 





Figure 34. Kinematic similitude on a wind turbine profile airfoil 
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(59) 
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Full Scale 


Wind Tunnel 


Wind Speed w 15 m/s 

Rotor Speed ~ 40 rpm 

Re w 10 6 - 10 7 


Wind Speed « 750 m/s 

Rotor Speed ps 100.000 rpm 

i?e « 10 6 - 10 7 



Table 3. Examples of the assumptions that must be verified in case of full 
aerodynamic similitude 



In this case the aerodynamic similitude is respected if the non-dimensional 
parameters are respected in full scale and in model scale. The biggest mod- 
els that can be tested in wind tunnels have a geometrical scale Al = 1/50. 
Reynolds similitude needs a velocity scale Ay = 50, while Strouhal simil- 
itude needs a rotational speed scale of A/ = 50 2 . Some problems arise in 
wind tunnel testing as can be seen in table 5.1. 

The problem arises in technical difficulties in realizing a model that ro- 
tates so fast but specially in problems with the flow conditions: the very high 
Mach number leads to compressible flow with completely different aerody- 
namic behavior while the full scale wind turbine works at low Mach numbers 
and incompressible flow regime. It is clear that for this reason it is not pos- 
sible to maintain the Reynolds similitude but another similitude must be 
chosen to define the velocity scale. For instance it can be based on the 
Froudc number, using the same model scale of A^ = 1/50, obtaining the ve- 
locity scale Ay = \/X~£ ~ 1/7 using equation 57b. In this case the Reynolds 
number between the full scale wind turbine (Ren w 10 6 — 10 7 ) and the wind 
tunnel model (Rcm ~ 10 4 — 10 5 ) is completely different. This leads to a 
completely different behavior of the wing profiles in terms of flow, forces 
and efficiency as can be observed in figure 35 where it can be seen that lift 
and drag coefficients at the Re^ are far different from the Rem ones: this 
causes a different performance in wind tunnel and full scale blades. 

Using the similitude laws with a constant Froude number it is possible 
to derive the force scale \p, the mass scale A m , the acceleration scale A a , 
the damping scale A r and the stiffness scale A& as: 



\ _ f. r „M _ l/2pVi I S M C x 
AF FaeroH l/2pVi.S R C x 



A m — 



_ rn M _ l mPm _ 



= A 



F a = M • a =S> \ F = X m X a 
F. r = R ■ V => X F = A r Ay = 
F k = K ■ L =* X F = X k X L : 



X 2 . X 2 
A V A L 



Ai 



A„ = 1 

A. r = Ai/2 



A fc = A? 



(60) 
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Figure 35. Lift and Drag curves for a NACA 0012 airfoil at different 
Reynolds numbers. Cfr. Jacobs and Sherman (1937) 



At this point it is possible to make some considerations on the power 
production similitude following the Froudc similitude (equation 57b) ob- 
taining the power similitude Xw reported in equation 61. It is possible to 
see that the scaled models give very low power. 



A 



w 



Av • Xr 



A 



7/2 



(61) 



For instance the power generated by a 850kW full scale wind turbine 
should be, on a 1 : 50 wind tunnel scaled model, something like 0.96VF, 
since the power scale is Xw = 1.14 • 10~ 6 . This leads to extremely low 
powers to be measured in the wind tunnel tests. 



5.2 Natural Wind Boundary Layer Wind Tunnel simulation 

Wind turbines wind tunnel testing, as already quoted at the beginning 
of the section, can be used for several different reasons: one can be the 
aerodynamic performance of the single blade or the entire rotor, but it 
is possible to study also the machine behavior in the natural atmospheric 
wind. The atmospheric wind docs not presents uniform and smooth flow 
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conditions, but has a non uniform flow in both space and time. The atmo- 
spheric wind presents different features depending on the terrain roughness 
(see figure 36), but also depending on the orography and conformation of 
the landscape. 
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Figure 36. Different natural wind profiles over different terrains 



Boundary layer wind tunnels have been built to reproduce with good ac- 
curacy the atmospheric wind. Usually these wind tunnels have a long test 
chamber to permit the development of the boundary layer. It is possible to 
reproduce the correct shape of the mean wind profile using passive genera- 
tors of turbulence as, for instance, spires, bricks, floor roughness and other 
devices. These tools accurately combined allow to reproduce together with 
the mean wind profile also another important characteristic of the natural 
wind: the unsteadiness of the flow; this characteristic of the natural wind 
is usually presented in terms of turbulence intensity I u<v>w (z) and turbu- 
lence length scale L u ^ v ^ w (z) in the three space directions as a function of 
the height from the ground: 



/„(*) 



L x u (z) 



<Ju(z) 

' U(z) 
p u (z,r x )dr x 



(62a) 
(62b) 



where a u (z) is the standard deviation of the turbulent component of the 
wind, while U(z) is the mean wind velocity vertical profile, p u is the cross 
correlation function between the turbulence component in the u direction 
separated by a x-direction distance r. A simplified sketch to represent the 
natural turbulent wind can be seen in figure 37. 

For structural and engineering purposes the characteristics of the natural 
wind boundary layer more detailed specifications can be found in the EURO 
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Figure 37. Definition of wind instantaneous wind profile for a turbulent 
flow condition 



Code and in the ESDU Wind Engineering scries. The effect of natural wind 
on structures can be seen in terms of actions and dynamic effects. Usually 
the actions on structures have a dependence in space and time, due to local 
environmental properties (i.e. wind intensity, turbulence, directionality), 
due to structure status (position and velocity) and to possible critical local 
effects. The dynamic effects depend on flow structure interaction involving 
aeroelastic effects and stability problems, as well as structural resonances 
in terms of fatigue effects and comfort. Boundary layer wind tunnel tests 
are used to perform many different studies: the pressure distribution can be 
measured on buildings to investigate the loads on the facades or entire zones 
of a city can be reproduced to study the flow, the heat and the pollution 
dispersion in urban areas, but also bridges and power lines can be tested 
as well as sailing boats, canopy roofs, all with or without the corresponding 
orography. As a conclusion it is possible to affirm that to grant a satisfying 
boundary layer wind tunnel tests it is necessary to ensure the desired flow 
quality in terms of mean wind and turbulence profile, the model dimension 
must be small compared to the test section in order to have negligible block- 
age effects. Depending on the test goals there must be a good accuracy in 
the model, not only from the geometrical point of view, but also in terms 
of velocities, frequencies, etc. 



5.3 Test Case 1: Wind Tunnel test on 850kW Wind Turbine 

This wind tunnel study has been performed to achieve some informa- 
tions about the general performance of a set of three wind turbines. The 
analysis has been conducted on the flow condition and on the wake, with 
a particular interest on turbulence intensity, orography influence and wake 
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interaction has been conducted. The measured quantity is the The test has 
been conducted in a 1:50 scaled model using the Froude similitude (equation 
57b) for the velocity scale. 

Setup and technical considerations A 1:50 scaled model of a wind 
turbine has been realized to perform the wind tunnel tests. The full scale 
machine is a 850kW horizontal axis wind turbine (see figure 38) . The model 
reproduces the geometrical characteristics of the full scale turbine; the small 
space available on the nacelle has been used to install some devices in order 
to reproduce the correct blade pitch control, the rotor speed control and a 
torque measurement device. 





Design 




Figure 38. Full scale, CAD and wind tunnel model of the 850kW horizontal 
axis wind turbine 



The pitch control is performed manually, realizing four different blade 
holders with which it is possible to give to the blades different pitch angles 
(—1.1, 0.4, 7.5, 17.6 degrees). The yaw angle of the wind turbine is controlled 
manually, placing the rotor supporting pylon on a rigid constraint, and 
aligning the rotor hub with the incident flow. The rotor speed control is 
given by a 20W brushless electric engine with gear, that realizes a maximum 
momentum ad the hub of 0.6A^m; the rotational speed is measured through a 
512 count per turn encoder; to reduce the power dispersion an elastic joint 
is used in order to reduce the mechanical friction. The electrical engine 
gives the possibility to read torque from the engine electrically, but this 
opportunity has not been used due to the low value of the generated power 
and the high mechanical friction. The aerodynamic torque on the nacelle 
has been measured by load cells on top of the tower. A good calibration 
of this device is necessary since the axial force has a great influences the 
momentum measurement. 
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Scaled model limits and applications As already introduced in sec- 
tion 5.1 and shown in figure 35 there are several critical scaling effects for 
wind tunnel testing of wind turbines: the most important is the mismatch- 
ing Reynolds number between the full scale (Rbr > 10 6 ) and model scale 
turbine {B&m ~ 10 4 — 10 5 ): the full scale Reynolds number states a fully 
turbulent flow around the blades, while ReM has a laminar or transitional 
flow. The difference in lift and drag coefficients for a wind turbine blade 
profile at different Reynolds numbers is reported in figure 39. 
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Figure 39. Lift and Drag coefficient for different Reynolds numbers 
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Figure 40. Flow behavior at different Reynolds numbers 
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The same conclusion can be reached considering the flow corresponding 
to the different Reynolds numbers as shown in figure 40: at lower Reynolds 
number (as happens for wind tunnel models) the flow around the airfoil is 
mainly laminar and separates at low angles of incidence, while for higher 
Reynolds numbers the transition region moves towards the stagnation point 
changing from laminar to turbulent flow, so detachment does not occurs and 
it is possible to obtain higher lift forces and lower drag as shown in figure 
39, reaching better efficiency, which means higher driving forces and thus 
generating more power. 

A solution that permits to force the flow transition is the introduction 
of trigger roughness called " turbulators" ; despite its simplicity this device 
is not a low cost solution: it needs a long customized testing for every blade 
station profile in order to identify the correct height and shape for these 
turbulence generators. 

Another approach that can be used to reproduce the correct aerodynamic 
forces is to neglect the geometrical blade similitude and choose an airfoil 
for the wind tunnel model that has the same scaled driving force of the 
full scale one at a different Reynolds number. This approach follows the 
similitude stated in the Buckingham Id Theorem. In this case the task is 
very difficult since it is quite impossible to find two equivalent wing profiles 
for Reynolds numbers with so high differences. It is possible to derive a new 
similitude regarding the power generation as expressed in equation 63. The 
power generation is a function of the geometry and of the velocity: 



Power = /(geometry, velocity) = /(Cl, Cd, ot, chord, length, velocity) 

(63) 
Going back to equation 21a it is possible to see that the driving force 
is a function of the lift and drag forces: it is then possible to rewrite the 
equation for the power as: 



Power = /(geometry, velocity) = f(Cr(a), chord, length, velocity) (64a) 
Power — f (geometry, velocity) 

= f(CrHeai(a, ReReai) ■ g(chord, length, velocity) 

It is possible to define the scaling in the driving coefficient CxModei hi 
the following equation: 

^ I r, \ Ct Heal (Oi, Re ft ea l) 
<^TModel\Ol,-tieModel) = (OOJ 
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Wind Speed [m/s] 


Pitch Angle 


Rotation Speed u> [rpm] 


8 


-1.1 


23.5 


10.5 


0.4 


27 


14 


7.47 


27 


20 


17.6 


27 



Table 4. Summary of the control parameters for the full scale parameters 
for some wind speeds 



This similitude defines the power generation scaling as reported in equa- 
tion 66; the only respected fluid dynamic similitude is the kinematic simili- 
tude, in terms of relative incidence angles <f> and tip speed ratio A. 

Power = — Ct Real (&■, R& Real) g (chord, length, velocity) (66) 

n 

Scaled model performances The tested wind turbine is a variable speed 
controlled machine: the first step in the wind tunnel testing is the repro- 
duction of the power generation performances. In figure 41 is reported the 
control law used at different wind speeds; the same data are summarized in 
table 5.3. 
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Figure 41. Control laws for blade pitch angle and rotation speed for the 
tested wind turbine 



The power curve of the scaled model (figure 42) has been reproduced 
through the measurement of wind tunnel power curves at constant pitch. 
The data obtained have been interpolated and successively enveloped to 
get the correct power curve. This result has a correspondence with what 
reported in section 2.5 and marked out in figure 20. 
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Figure 42. Measured power generated by the wind tunnel scaled model 
and envelop curve of the power generation of the wind turbine 



In the following sections the influence of different parameters on this 
power curve will be presented. 

Examples of boundary layer, orography and wake effects Wind 
tunnel tests have investigated different aspects of a wind turbine behavior, 
in particular: 

• incoming wind profile effect; 

• orography influence (see figure 43); 

• wake interference between different wind turbines. 



LAMINAR FLOW 



TURBULENT FLOW 



TURBULENT FLOW WITH OROGRAPHY 






Figure 43. Sketch of the tested wind incoming conditions 



In figure 44 is reported the incoming mean wind velocity profile and the 
turbulence intensity at the wind turbine location for the wind tunnel tests. 
The rotor position is highlighted inside the wind profile, and it is possible 
to compare the wind tunnel mean wind profile with full scale reference 
anemometers: mean wind vertical profile seems to fit very well the full scale 
data, while the turbulence intensity seems to be lightly underestimated in 
wind tunnel tests. 
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Figure 44. Vertical mean wind and turbulence intensity profiles. The 
vertical line on the left diagram represents the wind turbine rotor, the black 
dots two full scale reference anemometers 



The measured power curve is reported in figure 45: the comparison be- 
tween laminar and turbulent flow tests is done using the same wind speed 
at the rotor shaft height; the only difference between the laminar and the 
turbulent flow is the velocity distribution on the turbine disc. The wind tur- 
bine gives better performances in terms of power extraction when operating 
in turbulent wind condition: for this reason there is the need to correctly 
reproduce the atmospheric boundary layer in wind tunnel tests. 

During the wind tunnel campaign another analysis has been performed 
to examine the influence of the orography of the wind turbine installa- 
tion site on power generation. In this case the wind reference velocity has 
been measured far from the wind tunnel model in order to avoid unwanted 
speedup effects on the reference velocity. It is desirable that wind energy 
production is increased by the terrain structure: if speedup effects happen 
in the wind turbine location this may be a good place to install a machine. 
In this case three wind turbines have been placed on a hill in order to evalu- 
ate the interference of the landscape on power generation. The scenario can 
be seen in figure 46 and the result is presented only in terms of maximum 
power extraction for a constant air speed. In the graph it is possible to 
observe three different conditions of power production: 

• for a wind incidence of around 150 s=s 180 degrees there is a very low 
power production, especially for wind turbine 3: this can be ascribed 
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Figure 45. Envelop curve of the power generation of the wind turbine in 
turbulent flow. The dotted line is the power generation in laminar wind. 



to the sheltering effect of the hill located south of the wind turbines; 

• for a wind incidence of 60 and 240 degrees the power generation is very 
high, since the valley between the northern and southern hill causes a 
speedup in the air flow that permits to have an incoming wind with 
more energy; 

• when the wind comes from a northern direction, the northern hill 
shelters again the wind turbines having a decrease in power generation. 
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Figure 46. Orography with the detail of the three wind turbines location. 
Power curves as a function of the wind incidence angle for each wind turbine. 
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Examining these results it is possible to affirm that the most favorable 
winds for power generation in this site arc eastern and western winds: a 
further meteorological analysis should be performed to see if the dominant 
winds blow from the directions that give higher energy production oppor- 
tunities. The last important issue that has been studied in this campaign 
is a windfarm problem: the proximity between the wind turbines can cause 
some interference between the different machines; the test has investigated 
the wake interaction of three wind turbines aligned with the flow. As the 
simple Betz law states (see figure 1) the flow downwind a wind turbine is 
different than the free incoming air stream and, since a power extraction 
already occurred at the first turbine location, the available energy down- 
stream is lower than the one disposable for the upwind turbine. The test 
has been conducted on three wind turbines, as can be seen in figure 47: it 
can be seen that the available power for the turbines in the wake decreases 
rapidly beyond the first one. 
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Figure 47. Available energy for three wind turbines aligned with the flow. 
The power of each machine has been divided with the power of the first one. 



5.4 Test Case 2: Vertical Axis Wind Turbine 

In this section will be presented the tests performed on a scaled model 
of a vertical axis wind turbine. The following discussion will assume steady 
state conditions when the inertial effects arc negligible. 



Experimental modeling considerations When designing an experi- 
mental campaign, it is important to define which is the target variable (the 
measured result of the test) and which are the design variables (the pa- 
rameters that have an influence on the result). This process is especially 
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Figure 48. Wind tunnel model of the Vertical Axis Wind Turbine 



important for scaled models because all the design variables must be cor- 
rectly scaled in order to reproduce the physical phenomenon. In the case 
of a vertical axis wind turbine the target variable is the generated average 
power P while the design variables include the geometrical shape (airfoil), 
the geometrical dimensions (blade length L, chord c and radius R), the fluid 
characteristics (density p, the dynamic viscosity p, and the compressibility e) 
and the cinematic parameters (fluid speed V and rotational speed | Omega). 
The relation between the target variable and the design parameter can be 
expressed with a function /: 



P = f {airfoil, L, c, R, p, fx, e, V, O) 



(67) 



Considering the dimensional reference constituted by c, p, Q that is com- 
monly used in the aerodynamic field it is possible to normalize the function 
/ to a dimensionless form. Applying this normalization and rearranging all 
the terms, a new dimensionless function $ is obtained: 



P 



pRLV 3 



^(airfoil 



L C pVc 

C R /i 



V 



fLR 



(68) 



It is possible to write equation 68 in the final form using the typical 
aerodynamic parameters: 



rj = & (air foil, AR, c/R, Re, Ma, A) 



(69) 
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where r\ is the the turbine's efficiency, AR is the blade aspect ratio, 
c/R is the chord radius ratio, Re is the Reynolds number, Ma is the Mach 
number and A the tip speed ratio. This dimcnsionlcss analysis confirms all 
the problems connected to the realization of a reliable analytical model of 
a vertical axis wind turbine as already mentioned in section 2.4. For these 
reasons an opportunity to design the experimental tests is given by the 
Riabucinski-Buckingham theorem, that states that two systems are similar 
if they produce the same values of the dimensionless design variables. For 
this reason it is necessary to assure that the results of the scale process are 
compatible with some experimental constraints. Usually, in the case of wind 
tunnel tests, the constraints that must be considered are the following: 

• the dimensional scale factor is limited by the dimensions of the test 
chamber in order to avoid the interaction between the boundary layer 
of the walls and the model; 

• the maximum fluid speed is limited to the capacities of the wind tun- 
nel; 

• the fluid must be air. 

It is possible to apply the Riabucinski-Buckingham theorem to each dimen- 
sionless design variable of equation 69 hypothesizing a dimensional scale 
factor \q — 1/10 and neglecting the effect of the fluid compressibility (Mach 
number). In the following the variables related to the prototype and the 
model will be respectively indicated with the subscripts P and M. The 
parameters airfoil, AR, C/R are automatically assured with the geomet- 
rical scale factor and assuming the same shape. Requiring the similarity of 
the Reynolds number and the tip speed ratio, it is possible to obtain the 
velocity scale and the rotational speed scale: 

Rep = Re M ^V M = —— < ^V P = 10-V P (70a) 

Pm Pm Cm 

x P = \ M => n M = ^^n P = ioo • n P (70b) 

Vp Rm 

In this case the similitude law requires a high fluid speed and an enor- 
mous rotational speed. The realization of a perfectly similar model can be 
therefore unfeasible for two reasons: 

• the required fluid speed can exceed the maximum speed obtainable in 
the wind tunnel; 

• the centrifugal loads connected to the high rotational speed of the 
model can break the structure. 

These considerations lead to wind tunnel tests on vertical axis wind turbines 
that are commonly designed with distorted similarity between the prototype 
and the model. 
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Model Setup The experimental model reproduces the geometry of the 
prototype and is mainly constituted by a frame support and the rotor (figure 
49). 




Figure 49. Section view of the model 



The frame is composed by a steel structure and a stator that supports 
a vertical transmission shaft with two thrust bearing. The upper tip of the 
transmission shaft is connected to the rotor with a flange and the lower tip 
to a brushless electrical engine that is used to control the rotational speed. 
The rotor is constituted by a central axle with three blades, each supported 
by two radial arms. During the experimental campaign the attention has 
been focused on the following quantities of interest: 

• the driving force of a single blade as a function of the azimuth angle; 

• the average torque and power produced by the whole rotor. 

The driving force is measured on board of the rotor and therefore, since a 
cable transmission is not possible, a wireless unit is used to send the mea- 
sured data to an acquiring device. The driving force is obtained applying 
two strain gauge Wheatstone bridges to each arms in order to measure the 
bending moment in two different sections. Since the driving force acts like 
a shear load on each arms, it is calculated as the gradient of the bend- 
ing moment. The position of the instrumented blade and the rotational 
speed are identified using a laser pointing to an eccentric cylinder inserted 
on the rotation axis of the turbine. The overall torque is determined with 
a torsiometer positioned between the transmission shaft and the electrical 
engine. Finally the power is not been directly measured but it is obtained 
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as the product of the total torque times the rotational speed. In figure 48 
is possible to see the model tested in the wind tunnel. 

5.5 Test Case 3: Aeroelastic effects in the wake of a Horizontal 
Axis Wind Turbine 

The last example of wind tunnel investigation on wind turbines is the 
interaction of the wind turbine with the surrounding landscape: this test 
case analyzes the interference of a horizontal axis wind turbine wake with 
a power line. 

Model Setup The wind tunnel model reproduces a three blades 3MW 
wind turbine with a full scale diameter of 90m. The tower has a height 
of 85m has a rotational speed of 8 — 20rpm full scale and the rotor has 
an inclination of 6 degrees from the vertical plane; the machine produces 
energy in the wind range of 4 — 25m/ 's. The electrical power line has a 
length of 400m for a maximum camber of 15m, a diameter of 40mm and 
a mass per unit length of 2.7kg/m. The experimental tests will take into 
account the interference of the turbine with the cable placed at a distance 
of 1.5 or 2.5 rotor diameters. It is to note that the three cables of the power 
line are not standing at the same distance from the ground, but they have a 
medium height of 38.5 — 31 — 21.5m from the ground. The model is realized 
a 1:50 scale. 



wind) 




Figure 50. Sketch of the tested case: in figure are indicated the horizontal 
axis wind turbine and the electric power line downwind of the turbine. 



The model setup, that can be seen in figure 50, has been built in order to 
reproduce the scaled wake, since the aim of the work is the interference of the 
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wake with the objects placed downstream. The power line has been realized 
with an aeroelastic similitude, in order to reproduce the correct dynamic 
behavior, taking into account the correct scaled masses and frequencies. To 
ensure all these issues, several tests, measurements and visualizations have 
been performed downstream the model. 

Results The first important issue to perform reliable results is the re- 
production of the actual flow conditions around the models. Since in this 
test it is important to reproduce the correct wake of the wind turbine, it is 
important to correctly reproduce the atmospheric boundary layer in terms 
of mean velocity profile and turbulence intensity and length scale. 
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Figure 51. Mean velocity and turbulence intensity wind profiles measured 
in the wind tunnel test 



A detailed analysis has been conducted measuring the wake shape at 
different distances downwind of the rotor. In figure 52 are reported the 
wake profiles for different distances from the rotor: it can be seen that 
the speed reduction near the hub is higher for small distances while the 
wake becomes wider with the increasing distance from the rotor; this result 
confirms Bctz's theory assumptions as reported at the beginning of this 
contribution. 

The tests have been conducted to analyze the interference of the wind 
turbine on the power line. In table 5.5 are reported the frequencies of the 
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Figure 52. Mean velocity and turbulence intensity wind profiles measured 
in the wind tunnel test 





Full Scale 


Model Scale 


Experimental 


Mode 


Frequency [Hz] 


Frequency [Hz] 


Frequency [Hz] 


1 


0.14 


0.98 


0.96 


2 


0.28 


1.98 


2.12 


3 


0.42 


2.96 


2.89 


4 


0.56 


3.95 


4.19 


5 


0.71 


5.02 


5.01 


6 


0.84 


5.93 


6.19 


7 


0.99 


7.00 


7.11 


8 


1.13 


7.99 


8.40 



Table 5. Full scale frequencies of the power line, scaled ideal frequencies 
and wind tunnel model frequencies 



first 8 modes of the full scale, of the ideal and the realized model that 
regard the acroelastic behavior of the power line: there is a quite good 
agreement between the realized model frequencies and the ideal model scaled 
frequencies. In this test the Froude Similitude (see equation 57b) has been 
maintained. 

The measurement of the displacement of the power line has been per- 
formed using an optical system, composed by two infrared cameras and five 
reflective markers positioned on the line as indicated in figure 53. The prin- 
ciple for the estimate of the position of the markers is the triangulation: 
knowing the position of the two cameras it is possible to calculate the po- 
sition of the markers. The image acquisition has been performed with a 
sampling frequency of f s = 18Hz. 
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Figure 53. Power line data acquisition system: it is possible to see the 
position of the markers and the optical triangulation done by means of two 
infrared cameras 



A first investigation has been performed on the central line (h = 31m) 
without and with the wind turbine and at different distances from the rotor 
to investigate the effect of the wind turbine on the power line. In figure 
54 it is possible to see that the mean displacement of the markers on the 
power line is less in the presence of the wind turbine; another interesting 
result is that when there is a wind turbine upstream of the power line the 
displacement is higher when the machine is placed near the line. Considering 
the standard deviation the information provided by the tests is that that for 
bigger distances from the rotor the presence of the wind turbine does not 
affects very much the standard deviation in comparison to the configuration 
with the power line alone, while the proximity of the rotor affects very much 
the amplitude of the displacement of the line. 

The study of the influence of the height of the power line has been 
conducted: in figure 55 it is possible to see the mean displacement and 
standard deviation of the markers for different heights of the line: lines 
at high quote present a lower displacement and also oscillations of lower 
amplitude. 

The analysis of the dynamic performance of the power line has been 
carried out analyzing the power spectrum density (PSD) as can be seen in 
figure 56. The lower frequency contributions are ascribed to the transit of 
the blades, while the others arc the natural frequencies of the line. It is 
interesting to note that lines placed at larger distance from the ground have 
the higher modes more excited than lines closer to the land. 
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Figure 54. Displacement (left) and standard deviation of the displacement 
(right) of the power line in different conditions: with no turbine (red circle), 
1.5 (black rhombus) and 2.5 (magenta triangle) rotor diameters in the wake 
of the wind turbine 



= 





Figure 55. Displacement (left) and standard deviation of the displacement 
(right) of the power line at different height in the wake of the wind turbine. 



6 Comments on cross validations of numerical 
modeling, wind tunnel and full scale testing 

It is well known and accepted that in the nowadays practice of wind tur- 
bine modeling and design, the numerical simulation approach is by far the 
most reliable and diffused for predicting performances and wind loads of the 
machines. On the other hand it is a not obvious task to make available rcli- 
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Figure 56. Power spectrum Density (PSD) of the vertical displacement of 
the power line at two different quotes: 21m (blue line) and 31m (red line) 



able validation tools for the numerical approach, based on the experimental 
evidence. It is important to handle with care the comparative information 
that is possible to get from numerical simulation, experimental full scale 
and scaled model wind tunnel tests. 

It is in fact well known the great complexity of a validation towards full 
scale data, due not to the lack of experimental information on performances 
and wind loads of real wind turbines, but due to the quite unreachable task 
of defining the boundary conditions and the space-time characteristics of 
the incoming turbulent wind that determined the experimentally measured 
quantities. On the other hand the characteristics of the wake generated by 
a full scale wind turbine are equally monitored with great difficulties due 
to obvious problems of dimensions and logistic difficulties of the measure, 
so that all the measured wake effects on downwind structures or downwind 
wind turbines (i.e. wind farms) cannot be validated with a known descrip- 
tion of the inflow conditions. 

On the other hand the great advantage of an experimental wind tunnel 
approach on scaled models is obviously the allowance for well controlled lab- 
oratory boundary conditions as well as measurable smooth-turbulent flow 
time-space distribution. Similarly measures of wind loads, steady and un- 
steady mechanical effects on the turbines due to the wind interaction are 
clearly measured with extremely less demanding efforts in the wind tunnel 
case compared to large field environment. 
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Moreover it is clear that the direct control permitted by the wind tun- 
nel experiment on the flow characteristic, allows to make whatever test in 
extreme wind conditions as well as sensitivity tests on the effect of different 
flow/structure arrangement parameters, without having to rely on unpre- 
dictable field experiment meteorological conditions. 

As an example wind tunnel test concerning parametrical studies on the 
incoming flow turbulence as well as on wake effects on a wind farm due to the 
upwind turbines are easily arranged with full control of the flow parameters 
at a relatively low cost. 

On the other hand it is true that the wind turbine scaled model cannot 
match exactly the full scale aerodynamic characteristic of the corresponding 
machines, due to unresolvable Reynolds number problems, in particular 
as has been described in the previously wind tunnel quoted experiences, 
the efficiency of the blade airfoil on the scaled model will always be lower 
than the very high efficiency airfoil characteristics of the full scale wind 
turbine. As a consequence the wind tunnel experiment will always suffer 
for a lack in the extracted energy from the incoming flow compared to the 
field prototype. 

Nevertheless being all the actual aerodynamic and mechanical character- 
istics of the scaled model known and allowed to be modeled in the numerical 
simulation codes, the wind tunnel experiment can find a precious role as a 
fully suitable validation tool of the numerical simulation procedures. The 
proposal could be in fact to use the wind tunnel experiment for a validation 
"model - towards model" (numerical towards wind tunnel experimental). 
The numerical results can be compared with the experimental ones, under 
the condition of sharing among the wind tunnel experiment and the numer- 
ical simulation procedures, the same aerodynamic/mechanical/geometrical 
wind turbine characteristics, although different from a real full scale case, 
of course under the same incoming flow boundary condition. In this case 
it is possible to say that the wind tunnel tests can be used to validate the 
numerical models of the scaled models, in order to obtain a reliable and val- 
idated numerical simulation instrument to be used with confidence for the 
prediction of the full scale wind turbines performances and mutual effects. 

The numerical code, validated through the wind tunnel scale model ex- 
perimentation even in scaled extreme wind / response conditions, not realis- 
tic to be experienced in full scale in a reasonable time, could be finally used 
with more confidence for predicting the full scale wind turbine performances 
and wind loads on its structure. 
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1. Introduction 



The wind energy market is one of the most promising markets of renewable ener- 
gies. Besides biomass, photovoltaic, geothermal, and ocean energy especially the 
offshore wind energy will deliver the biggest part in renewable electricity. Regard- 
ing National and European demands for 2030, 25% of the required electricity will 
result from renewables. The biggest player will be the wind energy. To reach this 
aim a significant installation of offshore and onshore wind energy turbines is nec- 
essary. Figure 1 shows the estimated annual installation and cumulated capacity of 
onshore and offshore wind energy in Europe. 
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Figure 1. Annual and cumulated capacity of onshore and offshore wind energy 
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It can be seen that in 2020 annual installation of offshore wind energy will exceed 
the part of onshore wind. In 2030 nearly 300 Gigawatt (GW) of electrical power will 
be produced by wind energy. Compared to 2010 this means a three-fold rise of 
installed capacity. Especially for offshore wind energy the demands lead to an 
annual installation of approximately 7 to 9 GW. The large number of offshore wind 
turbines cannot be located near shore. Finally the installation areas and estimated 
water depths will be significantly different to today's offshore wind parks. To 
minimize maintenance costs reliable turbines with nearly fatigue resistant support 
structures have to be installed. Additionally to offshore wind parks onshore location 
will become rare. Turbine heights and rotor diameters will turn into be higher and 
larger to increase the amount of wind power. For these locations reliable and eco- 
nomic support structures have to be built. 

This chapter introduces the different types of support structures for onshore and 
offshore wind energy converters. Furthermore basic design criteria like material, 
corrosion protection or connections regarding different limit design states are pre- 
sented. Latest developments in offshore support structures are shown finally. 



2. Structural Design of Wind Energy Converters 

The reliability of the structural design of support structures for Wind Turbines is 
essential to guarantee the functionality and serviceability during the service-life. 
Additionally to the calculation of action and action effects other mechanical engi- 
neering and electrical engineering specific requirements have to be considered in the 
structural design of Wind Turbines. 

Regarding possible series production techniques of support structures for Wind 
Turbines, an optimised design leads to an increase of the economic efficiency. 
Already little optimisation of small structural details can increase the total efficiency 
significantly. The design engineer has to keep this in mind during the design proc- 
ess. 

The following chapter introduces main aspects for an efficient structural design of 
support structures of Offshore and Onshore Wind Turbines. After a short introduc- 
tion of rules and regulations, the safety concept and limit states of valid Wind 
Turbine standards are presented. 

2.1 Rules and Regulations 

Several design codes for Wind Turbine structures including support structures and 
foundations have been implemented in the last decades. Most of the international 
rules for Onshore Wind Turbines originate from codes for towers, mast and chim- 
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neys. The codes for support structures for Offshore Wind Turbines have their ori- 
gins in the standards for structures of oil and gas platforms. 

The international standards are modified and completed by national annexes. 
Most of the international standards for the turbine design orient on the recommen- 
dation of the International Electrotechnical Commission (IEC). Table 1 exemplarily 
shows parts of the IEC 61400 for Wind Turbines. 

In addition to the IEC-rules, national codes for the structural design and certifica- 
tion of support structures of Wind Turbines have been implemented. For instance, in 
Germany the code of the DIBt 1 has to be considered. This code transfers the inter- 
national recommendations of the IEC to national aspects. Additionally, the 
recommendations of the Germanischer Lloyd 2 can be taken into account. 



Table 1. IEC-Guidelines for Wind Turbine design 



Number 


Content 


IEC 61400-1 


Wind Turbine Safety and design 


IEC 61400-2 


Small Wind Turbine Safety 


IEC 61400-3 


Design requirements for offshore wind turbines 


IEC 61400-11 


Noise measurements 


IEC 61400-12 


Power performance 


IEC 61400-13 


Mechanical Load Measurements 


IEC 61400-21 


Power Quality 


IEC 61400-22 


Wind Turbine Certification 


IEC 61400-23 


Blade Structural Testing 



For Offshore Wind Turbine Structures national codes for the structural design 
define which design rules and codes have to be used. The German design standard of 
the Federal Maritime and Hydrographic Agency (BSH) allows the use of different 
international technical codes of practice for the design of Offshore Wind Turbine 
structures in German territorial water 3 . Load assumptions and design regulations for 
steel support structures of Offshore Wind Turbines can be derived by the following 
standards: 

- DIN 1055-4: 2005-03 

- DIN 18800-1 to 4 

- EN 1993-1 

- IEC 61400-3 

1 DIBt (2004) 

GL-Onshore Guideline (2003) 
3 BSH (2007), p. 15 
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- API RP 2A-LRFD 

- GL Guideline for the Certification of Offshore Wind Turbines 

- DNV-OS-J101 

The regulation of the BSH as mentioned above is only valid for Germany. For other 
European countries national regulations differ. 

Generally the structural design of steel tower sections is based on mechanical 
principles, so that the country-specific regulations only influence the load and safety 
levels. 

2.2 Safety Concept and Safety Factors 

The design of Wind Turbine structures is based on the verification of the structural 
safety of all structural components of a wind energy converter. For the design the 
stress levels of every member have to be calculated taking several load cases into 
account. The comparison of resulting stresses to permissible material strengths 
displays the main task of the design. For the design process loads and material 
strengths are taken into account on a design level. Within this, an appropriate safety 
level shall be assured. The design loads and material strengths are based on the 
so-called 'probabilistic design concept'. This design concept includes partial safety 
factors for loads and material strengths in different limit states. Partial safety factors 
cause increased characteristic load levels. Based on statistical approaches, load 
factors consider how often a load level will occur during a design life of a Wind 
Turbine structure. Within the safety factors an exceedance of the real load shall be 
avoided. The design load can be calculated to: 

F d =Y F -F k (1) 

with the design load value F d , the partial safety factor for the load y F and the char- 
acteristic load value F^. If there is a linear relationship between the loads which acts 
on the structure, all single design loads can be combined to one load effect S^. 

II 

S d =^r F yF u (2) 

1=1 

While the loads are increased by the partial safety factors, characteristic material 
strengths are reduced by partial material safety factors. The material safety factors 
reduce the nominal resistances of the materials. Hence, material uncertainties due to 
local cracks or installation errors are regarded. 

Design resistance values are derived by division of characteristic strength values 
through the appropriate safety factor of the considered material: 

R d =RjYM (3) 
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where Rd is the design resistance, Rk is the characteristic resistance, and Ym is the 
partial safety factor for the material. 

Finally the design value of the load effect has to be less or equal than the resistance 
value (see eq. (4)). 



S d < R d 



(4) 



Figure 2 shows distribution functions for loads and material strengths. The structural 
design is carried out for the overlapped region of the two bell-shaped curves. For 
high load effects and small material resistances a structural failure might occur. The 
larger the overlapping area is, the earlier the failure occurs. 

The crossover of effect and resistance is regulated in the design codes. Some 
standards define a target safety 4 , which considers a nominal annual probability of 
failure. 

In special cases the safety level and survival probability can be modified in ac- 
cordance with the certification institution and owner of the Wind Turbine. Due to 
economic reasons an increase of the safety level is not recommendable. 
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Figure 2. Safety concept for Wind Turbine structures 
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Onshore Foundations. For Onshore Wind Turbine structures the partial safety 
factors can be taken from the GL-Guideline for the Certification of Wind Turbines 5 . 
This guideline states the partial safety factors for loads and materials for three limit 
states. For varied types of loadings and design situations the partial safety factors 
have to be considered. Table 2 presents partial safety factors for loads in the Ultimate 
Limit State (ULS). 

For the Serviceability Limit State (SLS) a partial safety factor of Yf.sls = 1.0 for 
loads has to be considered. A value of Yf,fls = 1-0 has to be assumed for the Fatigue 
Limit State (FLS) for normal and abnormal design situations. 

The partial material safety factor for structural steel components is of about 
Ym,uls = 1-1 in the ULS. The prove of serviceability can be achieved by a partial 
material safely factor of Ym.sls = 1.0. 



Table 2. Partial safety factors for loads Yf 



Source of 
loading 


Unfavourable loads 


Favour- 
able loads 


Type of design situation 


All design 
situations 


N 
Normal 


E 
Extreme 


A 
Abnormal 


T 

Transport 

and 
erection 


Environmental 


1.2 


1.35 


1.1 


1.5 


0.9 


Operational 


1.2 


1.35 


1.1 


1.5 


0.9 


Gravity 


1.1/1.35* 


1.1/1.35* 


1.1 


1.25 


0.9 


Other inertia 
forces 


1.2 


1.25 


1.1 


1.3 


0.9 


Heat influence 


- 


1.35 


- 


- 


0.9 


* in the event of the masses not being determined by weighing 



Compared to the partial material safety factors in the ULS and SLS the choice of the 
partial material safety factors in the FLS has to include possible consequences of 
failure of structural members. Besides a total breakdown of the component, it has to 
be considered, whether the operation of the Wind Turbine is interrupted or not. 
Table 3 shows different partial material safety factors in the FLS for structural steel 
components of Onshore Wind Turbines. 



GL-Onshore Guideline (2003) 
' GL-Onshore Guideline (2003), p. 4-20 
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Table 3. Partial material safety factor y M for fatigue design 7 (steel, onshore) 



Inspection and 
accessibility 


Component fail- 
ure results in 
destruction of 

wind turbine or 
endangers people 


Component fail- 
ure results in 
wind turbine 
failure or conse- 
quential damage 


Component 

failure results in 

interruption of 

operation 


Periodic monitoring 
and maintenance, 
good accessibility 


1.15 


1.0 


0.9 


Periodic monitoring 
and maintenance, 
poor accessibility 


1.25 


1.15 


1.0 



Offshore Foundations. For different limit states the partial safety factors have to be 
considered in the calculation in the same manner as described for onshore towers. 
Partial safety factors for loads of Offshore Wind Turbines are equal to the safety 
factors for Onshore Structures (cf. Table 2). For the Serviceability and Fatigue Limit 
State partial safety factors for loads can be taken as mentioned above. 

Partial material safety factors in the FLS have to be chosen considering inspection 
and accessibility of the structural member. Table 4 shows partial material safety 
factors Ym for the FLS of steel members of offshore structures. 

Structural members as tower of Offshore Wind Turbines are always members 
which are non 'fail-safe' structural members. Bolted connections and butt welds in 
the tower are easy to access so that they can be considered as 'fail-safe'. Grouted 
connections are comparably bad accessible. A periodic monitoring of them can be 
excluded. They can be considered as non 'fail-safe'. 

In contrast to Table 3 and Table 4 in EN 1993-1-9 (2005) a partial material safety 
factor 8 of Yfls,ec3 = L35 for structural members with high consequences of failure is 
recommended. This factor is approximately 10% higher than the required partial 
material safety factors of the Wind Turbine codes. 



GL-Onshore Guideline (2003), Table 5.3.1 
1 EN 1993-1-9 (2005), Table 3.1 
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Table 4. Partial material safety factors y M for fatigue design (steel, offshore) 



Inspection and 
accessibility 


part of a non 
'fail-safe' structure 


part of a 
'fail-safe' structure 


Periodic monitoring and 
maintenance, 
good accessibility 
manufacturing and 
installation surveillance 


1.15 


1.0 


No periodic monitoring 
and maintenance possible 
or poor 
accessibility 


1.25 


1.15 



2.3 Ultimate Limit State (ULS) 

The ultimate limit state (ULS) corresponds to maximum load levels from wind 
and wave actions. This limit state includes 10 the rapture of critical parts of the 
structure including components, cross-sections, and connections by: 

- Fracture and exceeding of ultimate strength 

- Stability failure 

- Fatigue 

The strength analysis can be carried out ace. to GL-Onshore Guideline (2003) for 
Onshore Wind Turbines structure or GL-Offshore Guideline (2005) and 
DNV-OS-J101 (2007) for Offshore Wind Turbine structures, respectively. National 
regulations have to be taken into account. 

2.4 Serviceability Limit State (SLS) 

The serviceability limit state (SLS) depends on the functionality of the structure. 
Within the SLS no loss of stability or breakdown of the structure will occur, but 
the serviceability of the structure can be reduced significantly. Within the SLS the 
following topics are checked and limited 11 : 

- Deformations 

- Vibration amplitudes 

- Crack widths 



GL-Offshore Guideline (2005), p. 6-36 

GL-Offshore Guideline (2005), p. 1-13 

1 GL-Offshore Guideline (2005), p. 1-13 
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- Stresses and strains 

- Water tightness 

2.5 Fatigue Limit State (FLS) 

Temporal fluctuating and frequently repeating loadings lead to material damage due 
to material fatigue phenomena. Preferable on defects, notches and cross-sectional 
variations incipient cracks arise due to fluctuating loads. According to an increasing 
number of stress cycles, the cracks dilate and result in a residual fracture. The 
damage-causing load respectively has a smaller value as the static strength requires. 
Consequently, the verification of fatigue strength requires an important design part 
especially for high dynamic loaded structures and structural components. This 
procedure evaluates the endurance of the construction. In order to define the fatigue 
strength, different approaches can be used. In general, the fatigue design procedure 
is based on the global concept depending on nominal stress S-N curves, which are 
established on published test results. Limitation is given to this global concept due to 
the failure criterion of total damage. 

An initial crack is the trigger which starts the crack propagation in a cross section 
under amplitude loadings. The damage process starts with the crack initiation phase 
followed by the crack propagation process. Figure 3 shows different stages of 
fatigue. The crack propagation starts with an initial crack on the tension side. 

area of fatigue fraciurey^^-^^ ^^inital crack 

,grid line 




forced rupture' 

Figure 3. Fracture areas 



The stage of 'initial crack' is followed by the 'crack propagation'. Under cyclic 
loads the stress concentrations at the crack tip leads to a local exceedence of yield 
strength, so that the crack tip opening displacement (CTOD) is increased. Every 
single stress cycle exceeding a particular stress level leads to crack propagation. The 
number of load cycles causing crack propagation can be seen in the number of grid 
lines. The more stress cycles loading the component and the more the crack is 
opened, the faster is the crack propagation. 
The forced rupture occurs when the remaining area is smaller than the area which 
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is necessary for the stress transfer. 

Nominal stress approach. The fatigue strength evaluation of structural steel com- 
ponents is normally performed by the nominal stress approach if a nominal cross 
section is defined and nominal stress S-N curves are available for the particular 
construction detail. First, occurring fatigue loadings have to be described by load 
functions. Statistical evaluation of the loading function results in the stress spectrum. 
Generally, the nominal stress approach proceeds from these nominal stress ampli- 
tudes compared with the S-N curve of the permissible nominal stress amplitudes. 
The nominal stress S-N curve for welded constructions comprises the influence of 
material, notch class and weld quality. 

The service life results from the nominal stress S-N curve and the nominal stress 
spectrum according to damage accumulation hypotheses. Several hypotheses exist 
whereas the Miner' s rule is used most frequently. 

The evaluation of the durability generally results from the linear damage accumula- 
tion hypothesis. The literature recommends different hypotheses based on the 
nominal stress and in accordance to the basic Miner's rule. The linear damage 
accumulation encompasses the damage ratio proceeding from the number of load 
cycles at one level compared to the number of cycles to failure on the corresponding 
level. 

D=y^<i ( 5) 

with the damage rate D, the number of stress cycles n; in block i and N as the 
number of endured stress cycles in block i. 

Proof to the service life is given by the damage ratio not exceeding a value 
of 1 .0. The introduced Palmgren/Miner equation displays the original one published 
1945 by Miner. Several researches established further damage accumulation rules as 
the elementary and the modified Palmgren/Miner rule. The elementary Palm- 
gren/Miner rule developed by Cortan and Dolan additionally regards the damage 
beneath the endurance strength. Refinement of this method combines the modified 
Palmgren/Miner rule by Haibach. 

The number of load cycles can be derived by counting the load cycles between the 
cusp points of the load time function. Possible counting methods are the rainflow 
cycle counting or the reservoir counting method (see Figure 4). 
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Figure 4. Counting methods (left: raintlow, right: reservoir) 



For multi-axially stressed steel components, the Offshore-Guidelines ~ recommend 
considering the complex stress conditions in a realistic manner. Therefore the time 
series of the fatigue load spectra have to be taken into account. It is also possible to 
transform the multi-axial stress state to a mono-axial stress condition. This can be 
done by the application of the equivalent stress hypothesis. In some cases this ap- 
proach may lead to non-conservative design due to the dependency only on the 
mean stress. 

Definitions. For different load levels in the design life of the turbine the stress for the 
fatigue design in the nominal stress approach can be calculated according to the 
'von-Mises'-stresses as shown in eq. (18) to (21). 

The fatigue of steel components under cyclic loadings is significantly related to 
the mean stress level and the stress amplitude per load cycle. Figure 5 shows the 
basic definitions for alternating stress levels under cyclic loadings. 



GL-Offshore Guideline (2005), p. 5-10 
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stress o 



I stress ode 




*> time t 



Figure 5. Definitions 



The stress amplitude a a can be determined to 
1 



CT „ =-( cr „- cr 1 ,) : 



h^-^-iif 



(6) 



with: 



<->„, 

Aa 
R 



maximum upper stress of stress cycle 

minimum lower stress of stress cycle 

mean stress: a m = (a +a u )/2 

stress amplitude: a a = (a - a u )/2 

applied stress range: Aa = 2 ■ a a 

stress ratio: R = gJg d 



A stress ratio R = -1 describes a stress state where the mean stress level is equal to 
zero. Stress ratios of < R<1 describe a stress state and predominant tensile stress 
and pure tension, respectively. If the stress ratio R exceeds a value of ±1 compres- 
sion stress are prevailing. 

S-N curves and detail categories. The design S-N-curves for the calculation of the 
cumulative damage ratio ace. to (5) can be calculated for different stress ranges. 
Figure 6 depicts the S-N curves for different detail categories for welded joints. S-N 
curves can be calculated according to valid offshore guidelines 13 . 



1 GL-Offshore Guideline (2005) or DNV-OS-J101 (2007) 
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According to GL-Offshore Guideline (2005) 14 the S-N curves for welded joints 
can be calculated by the following equation taking the detail category into account: 



log N = 6.69897 + m-(\og(Aa K /Aa)- 0.39794/ m ) 



(7) 



where m is the inverse slope of the S-N Curve and mo is the inverse slope of the S-N 
curve in the range N < 5 ■ 10 6 (see Figure 6) 

The S-N-curves of the GL-Offshore Guideline (2005) represent the lower limit of 
the scatter band of 95% of all test results available. In comparison to the 
GL-guideline the S-N curves in the DNV-OS-J101 (2007) 15 correspond to the 2.3% 
quantile of N. A comparison of S-N curves from different standards is quite difficult 
because in addition to loads the partial safety factors have to be compared carefully. 



1000 q 



100 : 







Figure 6. S-N curves for welded joints 



For base materials and welded connections the plate thickness has to be taken into 
account. Ace. to GL-Offshore Guideline 17 displayed S-N curves are applicable for 
base materials with thicknesses equal or smaller than 25 mm. For base materials with 



GL-Offshore Guideline (2005), p. 6-40 
; DNV-OS-J101 (2007), Sec. 7 -page 78 
' GL-Offshore Guideline (2005), p. 6-42 
' GL-Offshore Guideline (2005), p. 6-42 
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thicknesses higher than 25 mm the permissible stresses e.g. the permissible load 
cycles have to be reduced. Therefore the following approach can be used: 



/,= 



25 



(8) 



with the thickness effect f t , the plate thickness t in [mm] and the exponent n. For 
cruciform joints, transverse T-joints, plates with transverse attachments, as welded, 
n can be considered to 0.3. At the toe ground the exponent has to be reduced to 0.2 
for theses joints. For butt welds the thickness effect is about 0.1. 

Steel substructures for Offshore Wind Energy Converters are complex structures. 
Exact detail category classification of structural components might be difficult. As a 
simplification different Offshore-Guidelines 18 have implemented a catalogue where 
examples for several detail categories are shown. 



1 \ iii- 


Structural detail 


Description. Requirements and 

Remarks 
(St. - steel, Al. = Aluminium) 


Detail category 


Steel 


Al 












216 


*$? 


Transverse bull welds welded from one side 
witboul baeking bar. full penetration 

root controlled by NDT 
noNDT 

Misalign mem < I Wo 


71 

2s 


28 
1 1 













Figure 7. Exemplary detail category for transverse butt welds 



Local approaches and fracture mechanics. The prediction of fatigue life can be 
done by using nominal stress approaches as shown above. In some cases the nominal 
approach underestimates the real stress distributions in the component due to dis- 
continuities in the structure or residual stresses at welded connections. Detail 
categories sometimes do not reflect the stress distributions satisfyingly For high 
stressed connections or constructional details it is recommended to use local ap- 



1 For example GL-Offshore Guideline (2005), 
' GL-Offshore Guideline (2005), p. 6-62 
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preaches for the fatigue design of dynamically loaded support structures of Wind 
Turbines. 

The following topics reflect some local approaches for the fatigue design. Local 
concepts should be used when the component cannot be described by the detail 
categories in a satisfying way. 

Structural stress approach (Hot-Spot). The structural stress approach is based on 
stress concentration resulting from local structural discontinuities. Maximum 
stresses due to welded connections are taken into account by suitable S-N curves. 
The structural stress approach describes the macrostructural behaviour without 
consideration of local notch effects 20 . 

Using linear or quadratic extrapolation methods for the calculation of stress dis- 
tributions at discontinuities the structural stress can be derived at the so-called 'hot 
spot'. The ratio between stress at the 'hot spot' and the nominal stress results the 
stress concentration factor (SCF): 

SCF = a '" , " c '" m/ (9) 

no min a! 

Figure 8, top shows the location of the structural stress at the 'hot spot'. It can be 
seen that the notch stress at the 'hot spot' is slightly higher than the interpolated 
structural stress. 

The strains at the extrapolation spots A and B can be derived by measurements. 
Therefore strain gages are applied at the component in specific distances from the 
weld toe (see Figure 8, bottom). In most cases the strains can be evaluated by nu- 
merical investigations. For the derivation of local stresses or strains by 
measurements it is important to evaluate the influence of 'local' notch stresses and 
'global' structural stresses. 



cf. Radaj and Sonsino (2006), pp. 33 ff. 
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Stress Concentration Factor 



nominal stress a\ 



Derivation of strains 




^ Notch stress 

due to welding 

4 

structural stress 



n.4i 



t-O-O 



0.6-1 



0.41 

0.5-1 0.5-t 

.— . 1 1 



I I I M 



d 



T 



Figure 8. Hot-spot stress (top), derivation of strains by measurements (bottom) 



For the calculation of the 'hot spot' stresses different extrapolation methods can be 
used. Table 5 shows the location of the extrapolation points for linear extrapolation 
by two grid points. The given distances are related to the weld toe. Alternatively 
three extrapolation points can be used (see Figure 8). 



Table 5. Recommended location of extrapolation points 



Guideline 


Distance from the weld toe 
(extrapolation points) 


A 


B 


DNV 22 


0.5-t 


1.5 t 


IIW 23 


0.4 t 


1.0 t 



The structural approach can also be used for weld seams of tubular joints. Under 
consideration of the location of the investigated 'hot-spot' (chord or brace), it is 
recommended to evaluate the notch stress with numerical methods and to calculate 



taken from Schaumann et al. (2010) 
; cf. DNV-OS-J101 (2007), App. D - p. 1 19 
1 cf. IIW (2007), p. 29 
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the 'hot-spot' stress subsequently. The methods can be taken from DNV-OS-J101 
(2007) or IIW (2007). For an accurate stress evaluation it may be useful to consider 
the weld geometry in the numerical model (see Figure 9, left). 




Figure 9. Numerical model with different weld geometries 



If the weld seam is modelled in the numerical simulation, the location dependant 
weld geometry must be considered (see Figure 9, right). This leads to an immense 
modelling effort but also to most realistic results. 

For the fatigue design with structural stresses, the structural stress S-N curve is 
equal to the nominal stress S-N curve for same unnotched materials 24 . Notches lead 
to material and stress discontinuities in the structural component - the so-called 
'notch' effect which describes stress concentration and reduced permissible 
strengths caused by notches. Due to the fact that the fatigue strength of a structural 
steel member depends on its notch effect, it is recommendable to use local ap- 
proaches taking the notch effect into account. 



3. Steel Support Structures for Onshore Wind Energy Converters 

Onshore Wind Energy Converters with steel support structures are mainly build as 
steel towers or lattice structures. The load-bearing behaviour of tubular towers and 
lattice structures is different. This section describes the load carrying capacity of 
these two support structure variants. Certain structural members as ring flange or 
bolted connections are described in more detail. The stress and fatigue design of the 



cf. Radaj and Sonsino (2006), pp. 33. ff 
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different steel sections or structural members can be carried out as mentioned above. 

3.1 Tubular Towers 

The most popular support structure for Onshore Wind Energy Converter is the 
tubular tower. Besides the simple structural system of cantilever beam, the 
cross-sections and their section properties can be calculated very easy. 
Figure 10 shows a wind energy converter with tubular steel tower. 





Figure 10. Tubular steel tower (©REpower) and cross section 



Geometrical parameters. For the design of the tubular members the structural 
properties for tubular sections have to be determined. The cross section of a tubular 
tower section can be calculated to: 



A = 2k ■ r ■ t 



(10) 



with A as the cross section, r as the mean radius of the cylinder and t as the wall 
thickness (see Figure 10, right). The secondary moment of inertia I and the moment 
of resistance W results to: 
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l = K-r i -t (11) 

W = n-r 2 -t (12) 
In case of torsion the torsional moment of inertia can be evaluated to: 

l T =27r-r 3 -t (13) 



Eigenfrequency of tubular sections. The calculation of the eigenfrequencies of 
Wind Energy Converters is crutial for the design. If numerical methods are used the 
eigenfrequencies can be determined easily. In some cases it is recommendable to 
calculate the fundamental frequency with empirical calculation formulae. One 
simple approach is the approach based on Morleigh 25 : 

a =g vV> * (14) 

with the eigenfrequency co in [1/Hz], the gravity force g, the own weight Qj at the 
centre of gravity of section i, and ordinate of the deflection curve q; of section i. 
Figure 1 1 schemes a discretization of a tubular tower in several sections. 

In a first step the self weight of every single section is calculated and afterwards 
applied as vertical loads in the centre of gravity of every section. Afterwards the 
deflection curve is calculated taking the dead loads into account. Finally the eigen- 
frequency can be determined ace. to eq. (14). 

Additionally, the influence of the foundation stiffness has to be included. There- 
fore the approach ace. to Dunkerley can be used. First the eigenfrequency of the 
totally constrained cantilever beam is calculated (eq. (14)). Then the boundary 
condition for bending is modified from total constraint to flexible. The mass m of the 
tower is concentrated in the centre of gravity (see Figure 12). 

The eigenfrequency of simplified rigid bodies can be calculated ace. to Schau- 
mannetal. (2007-01) to: 




/ t =^Hr 05) 



see Petersen (2001) 
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The combination of the eigenfrequency f^ of the rigid body and ace. to Morleigh 
leads to the determination of the eigenfrequency of the flexible tower: 



/' 



1 1 

- + - 



J Morleigh J K* 



(16) 




4„ 




Figure 11. Discretization of sections of a tubular tower (cf. Schaumann et al. (2007-01)) 




^ 



Figure 12. Tower as rigid body with concentrated mass m 
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Materials and coatings. Design standards for Onshore Wind Turbines specify valid 
steel materials and give recommendations regarding possible coatings of the 
weathered steel sections. 

For tubular towers of Onshore Wind Turbines the used steel materials have to 
fulfil requirements regarding strength, toughness, cold deformability, and suitability 
for welding 26 . Steel material according to EN 10025 and fine grained steel ace. to 
EN 10113 can be used for Onshore Wind Turbine structures. Additionally, cast steel 
and stainless steel can be applied. Normally steel grades S 235 and S 355 are used. 

Table 6 shows appropriate steel grades for Wind Energy Converters with yield 
and ultimate tensile strength. 

Coatings for tubular tower sections have to be chosen in accordance to the ISO 
12944-5. Coatings of weathered steel sections must be monitored at regular inter- 
vals. 



Table 6. Nominal values of yield strength f y and ultimate tensile strength f u for hot rolled 



structural steel 



Standard 

and steel 

grade 


Nominal thickness of the element t [mm] 


t<40mm 


40 mm < t < 80 mm 


f v [MPa] 


f u [MPa] 


f v [MPa] 


f u [MPa] 


EN 10025-2 

S235 
S275 
S355 
S460 


235 
275 
355 
460 


360 
430 
510 
550 


215 

255 
335 
410 


360 
410 
470 
550 


EN 10025-3 

S 275 N/NL 
S 355 N/NL 
S 420 N/NL 
S 460 N/NL 


275 
355 
420 
460 


390 
490 

520 
540 


255 
335 
390 
430 


370 
470 
520 
540 



' cf. GL-Onshore Guideline (2003), p. 3-6 f. 

' Table taken from EN 1993-1-1 (2005), Table 3.1, first part 
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EN 10025-4 

S275 

M/ML 

S355 

M/ML 

S420 

M/ML 

S460 

M/ML 


275 
355 
420 
460 


370 
470 
520 
540 


255 
335 
390 
430 


360 
450 
500 
530 


EN 10025-5 

S235W 
S355W 


235 
355 


360 
510 


215 
335 


340 
490 


EN 10025-6 
S 460 Q/QL 


460 


570 


440 


550 


N: normalised / M: thermomechanically / Q: quenched and tempered 



Stress design for plain steel sections. The design of plain steel sections are based 
on the comparison of occurring stresses to permissible strengths. For plain steel 
sections stresses can be evaluated according to EN 1993-1-1 (2005) or DIN 18800-1 
(2008). The occurring axial stresses can be calculated to: 



(17) 



A 


+ 


M d 
W 



with: ad design value of the axial stress 

N d design value of the axial force 

A cross sectional area 

M d design values of the bending moments 

W moments of resistance of the y-axis 

The shear stresses due to shear forces result to: 



2-F, 



T,i =■ 



(18) 



where Vd is the design value of the shear force. Additionally shear forces due to 
torsion can be calculated by the 1 st Bredt formula to: 
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*<=T^-f (19) 

Ln-r -t 

where M z d is the design value of the torsional moment, r is the mean radius of the 
cylinder section, and t is the wall thickness of the cylinder. 

If both ratios between stress and strength exceed a value of 0.5 the equivalent 
stress has to be calculated. Therefore the "von-Mises"-stress distribution can be 
considered: 



°V = V a i + °~r + °~z + °\ ' a r + °x ' °~- + °V ' a - + 3 r xy + ^ T xz + ^Tvz (20) 

The calculation formula for equivalent stress a v can be simplified to: 

o v =Ja 2 +3r 2 (21) 

The resistance stresses can be determined ace. to eq. (22) and (23) 

*M=— (22) 

Ym 



./; 



V3" 



Ym 



(23) 



with (TR4 as the normal stress resistance, Tr^ as the shear resistance, f y as the yield 
strength of the used steel material, and Ym as the partial material safety factor. Table 
6 shows nominal values for the yield and tensile strength of different steel grades. 
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Ring flange connections. The connection of tower sections in tubular towers is 
realised by ring flange connections with highly preloaded bolts (HV) with diameters 
between M30 and M48. Every ring flange connection consists of 70 to 120 bolts. 
For modern wind turbine structures also HV-Sets of M64 with a nominal weight per 
bolt of 20 kg are used. For the design of highly preloaded bolts only the maximum 
loaded bolt is considered (see Figure 13). 



a aaaaaa XaAa 



ring Amine 




Figure 13. Common design approach for ring flange connections 



The reduction of the whole connection to the maximum loaded segment leads to a 
simple numerical model and a small calculation effort. On the other side the sup- 
porting effect of the tubular structure is neglected and cannot be reproduced. 
Additionally, shell imperfections of the ring flange are not taken into account which 
influences the load-carrying behaviour of the connection significantly. 

According to DIN 18800-7 (2008) ring flange connections of wind turbines have 
to be preloaded. In the ultimate limit state the preload of the bolt has to be neglected, 
that means that the design process of the bolt can be carried out equally to normal 
bolted connections. Local plasticification of structural steel members of wall or 
flange can be taken into account. 

In the fatigue limit state preloads of the bolted connections have to be taken into 
account under consideration of the pressures in the flanges. The bolt forces have to 



'cf. Seidel(2001),p. 7 



Design of Wind Energy Converters 



215 



be calculated considering a non-linear bolt-force relation. Due to the eccentricity 
between bolt axis and the axis of the steel shell thickness, the bolt force is signifi- 
cantly influenced by the opening of the ring flange gap under increasing loads. 
Figure 14 shows the bolt force relation of a preloaded bolt in a ring flange connec- 
tion of a tubular tower. 
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Figure 14. Bolt force relation for HV-sets in ring flange connections 



The considerable preload level of the bolt depends on the service intervals of the 
structure. If the bolts of the ring flange connections in a wind turbine structure are 
installed and maintained minimum two years later, the preload of the bolt can be 
determined to: 



K = 0.7 -A s -f rJ 



(24) 



where A s is the tensile stress area and f ybk is the yield strength of the bolt material. If 
the bolt force F v is controlled during the first half-year after erection, but not im- 
mediately following the commissioning, the factor of 0.7 can be increased to 0.9. 

The bolt force relation of preloaded bolted connection consists of four significant 
stress ranges. In the beginning (range 1, left) the bolt is loaded by the preload F v . 



taken from Seidel (2001) 
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The bolt force increases linearly with tensile forces Z. Due to occurring gaps on the 
outside of the ring flange the bolt force relation becomes non-linear (range 2). An 
increasing gaping joint leads to a large increase of the bolt force until the ring flange 
is nearly totally opened. Range 3 displays a total gaping joint. Only the inner edge of 
the ring flange and the bolt can transfer the tensile forces Z. If the tensile stresses in 
the bolt exceed the value of the tensile strength, the connection will plasticize until 
failure (range 4). 

Due to the highly non-linear bolt force relation it is recommended to use nu- 
merical models for the design of preloaded bolts in ring flange connections taking 
gaps and imperfections of the ring flange into account. Otherwise non-linear bolt 
force relations ace. to Seidel (2001) or Schmidt/Neuper (1997) can be used. The 
letter one is generally used in practice. 

Due to non-linear bolt force relations and spatial bearing behaviours numerical 
models are often used for the design of the ring flange connections. Nevertheless, 
easy pre-design values for geometric dimensions are helpful. Suggested relation- 
ships between wall and flange thickness are given in ENV 1993-3-2 (1997). 
Notations can be seen in Figure 15. According to Seidel (2001) the following rela- 
tionships can be considered for a simple pre-design: 

b + sl2<2d (25) 

a>l.45-(b + s/2) (26) 

cld<2-dls<\0 (27) 

t>l.5-d 

with: t>4s for r/s <50 

(28) 
t>3-s for r/s = 100 

t>2-s for r/s > 200 

with the flange thickness t, the shell thickness s, the diameter of the bolt d, the 
distance b between inner surface of the shell and the axis of the bolt, and the distance 
a between axis of the bolt and edge of the ring flange. 
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Figure 15. Notations for recommended flange dimensions 



All notations have to be considered in [mm]. Minimum values for dimensions of 
ring flanges can be taken from Seidel (2001) (see Table 7). 



Table 7. Minimum values for dimensions of ring flanges in [mm] 





M16 


M20 


M22 


M24 


M27 


M30 


M36 


M39 


M42 


M48 


min (b-s/2) 


30 


35 


40 


40 


45 


45 


50 


55 


55 


65 


mine 


45 


55 


60 


65 


70 


75 


90 


95 


100 


110 



Welded connections. The design of welded connections in Wind Energy Convert- 
ers is based on the comparison of occurring weld stress with permissible strength of 
the welded connection. In relation to the used steel material and weld geometry the 
permissible strength can be calculated according to EN 1993-1-8 (2005). 

For the design of welded connections in the ULS the following equation has to be 
fulfilled: 



F„, ,, < F„, 



(29) 



where F WjED is the design value of the weld force per unit length and F wRd is the 
design weld resistance per unit length. The resistance for fillet welds can be deter- 



taken from Seidel (2001), p. 2 
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mined to: 



= a -fvw,d =o 






(30) 



with the design shear strength fvw,d> the effective throat thickness a, nominal ulti- 
mate tensile strength f"u of the weaker part joined, the appropriate correlation factor 
Pw, and the partial material safety factor y M2 . For butt welds the weld geometry has 
to be considered in the calculation of the throat area. 

The partial material safety factor y M 2 can be assessed to 1 .25 . . In accordance with 
the used steel material the correlation factor p w is defined in Table 8 (only steel 
grades for wind turbine structures are shown. Further steel grades can be taken from 
EN 1993-1-8 (2005).). 



Table 8. Correlation factor p w for fillet welds 



standard and steel grade 


correlation factor p w 


EN 10025 


S235, S235 W 


0.8 


S 275, S 275 N/NL 


0.85 


S 355, S 355 N/NL 
S 355 M/ML, S 355 W 


0.9 


S 420 N/NL, S 420 M/ML 


1.0 


S 460 N/NL, S 460 M/ML, S 460 Q/QL /QL1 


1.0 



3.2 Lattice Towers 

Lattice towers for Onshore Wind Turbines (see Figure 16) are comparably light- 
weight support structures. The load bearing behaviour is dominated by the method 
of attack with several drifts. 

The onsite installation of the single structural components of lattice towers realise 
larger turbine heights by comparable low weights. The highest wind turbine with 
lattice support structure is located in Laasow, Brandenburg, Germany with a nacelle 
height of 160 m (see Figure 16, middle and left). 



see EN 1993-1-1 (2005), Sec. 6.1, p.45 
' taken from EN 1993-1-8 (2005), Table 4.1 
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Figure 16. Lattice towers (Osterkappeln ©Schaumann / Laasow ©Wind Kraft Journal) 



The dimensions of the lattice tower result from the loadings on the structure. The 
lattice tower in Laasow has got a tower width of 2.9 m at the tower top and of 29 m at 
the bottom. 

Variants and structural components. Lattice towers for wind turbines can be 
built with different numbers of struts. Figure 17 shows different variants of lattice 
towers of Onshore Wind Turbines. 



3 chords 



4 chords 



8 chords 






Figure 17. Lattice tower variants 



Lattice towers with four chords are commonly used. Towers with three or eight 
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struts have been realised, too. Theses support structures consist of different struc- 
tural components. The chords transfer the loads from top to the bottom. The 
framework is realised by diagonal and horizontal bracings. Alternatively K-bracings 
can be installed. The load bearing behaviour of the lattice tower is dominated by the 
chosen type of bracing (see Figure 18). 

Load bearing behaviour. Besides K-braced lattice towers, also towers with parallel 
chords can be designed (see Figure 19). The bearing capacity of K-braced lattice 
towers is mainly influenced by the geometric conditions. 

The load bearing behaviour of the trestle is dominated by the inclination of the 
chords. Diagonal members are not necessary. The internal forces of the steel 
members are in balance. Values for compression and tension forces are equal. The 
vertical loads lead to an overturning at the foundation. 

Parallel chord lattice towers transfer the horizontal life loads, especially wind 
loads, by couples of forces as compression or tension forces from tower top to tower 
foundation. 




chord 
diagonal 

horizontal 

cross and 
K-bracings 




Figure 18. Structural components 



For both systems it is important to distinguish between members in tension and 
those in compression. For members in compression lateral torsional buckling may 
become decisive. In members in tension the load bearing capacity of the bolted joint 
is relevant. Fatigue has to be assessed in both cases. 
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H/2 1 1 : 

Figure 19. Load bearing behaviour: trestle and parallel chord lattice tower 



Generally the overall structural system adopts the cross sections ace. to the in- 
creased bending moments from tower top to foundation. Due to necessary clearance 
of the tower the width of the tower sections near the rotor blades is limited. Inclined 
flow and gust on the rotor blades lead to torsional moments along the tower height. 
Lattice towers have smaller torsional stiffness and load bearing capacity than tubular 
towers. 



Usually angle sections with equal legs or unequal legs ace. to EN 10056-1 (1998) 
are used. Figure 20 shows different types of unequal or equal, single our double 
angel sections. For lattice towers the following assessments have to be carried out: 

- Stress design 

- Bar buckling 

- Design of bolted connections 

- Fatigue 

The stress design for angle sections can be carried out as for tubular sections. 
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2SS0 





Figure 20. Equal and unequal angle sections, double angle sections 



Stability. In addition to the stress design the stability of single or double angle 
sections have to be checked. Buckling analyses for bars can be carried out ace. to. 
DIN 18800-2 (2008). 

Under pure axial pressure the buckling failure can be excluded if the following 
equation is fulfilled: 



N., 



k-N 



<1 



(31) 



/>/.,/ 



where Nd is the design member force, N pW is the plastic axial force, and k is the 
reduction factor ace. to DIN 1 8800-2 (2008), Sec. 3.2. The reduction factor has to be 
chosen in accordance with the existing cross sections (see Figure 21). 
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Figure 21. Buckling curve classification 



The slenderness ratio can be calculated as follows: 



(32) 



X = — and X„=it- 



(33) 



where i is the radius of inertia and Sk is the buckling length. The buckling length and 
within this buckling resistance of axial compressed beams is influenced by the 
support conditions at the ends. It has to be distinguished between rigid and hinged 
connections. For full constraint beam elements the slenderness ratios can be modi- 
fied. 



4 — 




s K =/ tt-0.75 



Z-I 



but <k*W 



if JL&jti or if valid 



'"■-■'^SH 



Figure 22. Buckling length of lattice bars 



cf. DIN 18800-2 (2008), Table 5 
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Besides the boundary conditions the eccentricities of the compact elements are 
taken into account. The calculation of the slenderness ratio can be taken from DIN 
18800-2(2008). 

For crossed diagonal members the buckling length can be reduced. Therefore the 
stress state in the supporting member has to be taken into account (see Figure 22). 

Connections. Single or double angle sections in lattice towers are connected by 
bolted connections. In contrast to tubular towers bolted connections in lattice 
structures are installed in transverse direction of the load, so that the bolts are pre- 
dominantly loaded by shear forces. Figure 23 shows a bolted connection of two 
single sections with inner and outer steel plates. 

but 



Figure 23. Bolted connection in a chord of a lattice structure 



The dash-dot line marks the centroidal axis of the steel sections. The outer and inner 
steel plates lead to an equidistant load transmission in every bolt. In cases of single 
section connected by only an inner or an outer steel plate the connection has to be 
considered as unsupported. The one sided load inducement leads to small eccen- 
tricities and additional bending moments in the bolts. The interaction of shear and 
bending moment has to be regarded in the design of the bolt. 

In Figure 24 three types of unsupported bolted connections loaded by shear forces 
are depicted. Type a) represents the simplest type of shear connection. The bolt is 
not preloaded. The load transmission is realised by the bolt. Due to bad shearing 
transferability properties of shear forces under dynamic loading, this connection is 
not suitable for dynamic loaded connections in lattice towers of wind turbines. 



34 taken from DIN 18800-2 (2008), Table 15 
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a) 



hi 



c) 





*» i. 



Figure 24. Types of bolted connections: a) shear b) slip-resistant c) expansion sleeve 



Type b) displays a slip-resistant preloaded bolted connection which is preferably 
used in dynamic loaded lattice towers. The load transmission between the steel 
sections is realized by friction and contact pressure between the preloaded steel 
members. Under perfect conditions the bolted connection is only loaded by pre- 
loads. For this type of connection normally no fatigue analysis is necessary. 

In case of dynamic loadings small movements of the transverse loaded bolts can 
occur. Movements lead to local settlements due to abrasion of the corrosion protec- 
tion between bolt washer and steel section. The settlements lead to a loss of preload 
in the bolt which can reduce the design life of the connection significantly 35 . The 
shorter the clamping length of the connection the higher is the influence of loss of 
preload. The installation of the expansion sleeve (Figure 24; Type c)) increases the 
clamping length of the bolted connection and decreases the influence of local set- 
tlements simultaneously. Alternatively spring washers can be installed which also 
increase the clamping length and ensure the preload even if small settlements occur. 

The shear load can be determined ace. to DIBt (2004) 36 to: 



^=0.9- 



JL 



■t] 



(34) 



where F sRd is the design slip resistance, u. is the friction coefficient (\i < 0.5), 
y M .3 as partial safety factor for loadings, and F v as the nominal preload of the bolt. 
The partial safety factor y M ,3 has to be determined in accordance to the combinations 
of actions. Table 9 shows the values for the partial safety factor for different oper- 
ating conditions. 



see Schaumann et al. (2007-02) 
cf. DIBt (2004), Sec. 12.3 
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Table 9. Partial safety factor y M3 



Operating conditions 


YM,3 


1) Full operation 


1.25 


2) Full operation and failure occurrence 


3) Start 


4) Normal stop 


1.1 


5) Emergency stop 


6) Standstill or idling 


7) Standstill after failure occurrence 


8) Transport, installation, maintenance or repair works 



Transition piece. The connection between the lattice tower and the nacelle of the 
wind turbine is realised by a massive transition piece. Figure 25 shows the transition 
piece of the lattice tower of the wind turbine located in Laasow, Brandenburg, 
Germany. 



1 




- ' 


s. 


• 




Figure 25. Transition piece for lattice towers: wind turbine Laasow (©SeeBa Technik) 



The transition piece between the nacelle and the lattice tower always represents a 
point of structural and geometrical discontinuity which leads to local stress con- 
centrations at single points. The plot of the numerical model of the transition piece 
(see Figure 25, right) shows the equivalent stresses. The bright areas reflect high 
stresses. 

In addition to local stresses the number of bolts is limited which results from the 
maximum stresses of the exterior bolts. Figure 26 shows the bolt forces related to 
their location in the connection. If more then eight bolts in a row are installed, the 
bolt forces of the outer bolt connections may exceed the allowed bolt strength. 
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Figure 26. Maximum number of bolts in a row 



If more than eight bolts are necessary a continuous load transfer has to be guaran- 
teed. In this case it is recommended to calculate the bolt forces by using numerical 
models (see Figure 25, right). 

3.3 Production and Erection 

The prefabrication level of tubular towers for wind turbine structures is high. Most 
of the works can be carried out in the workshop. In a first step steel plates are rolled 
in a steel mill. After the transportation to the tower manufacturer the steel plates are 
cut to size according to the necessary geometric dimensions. The edges of the steel 
plates are prepared at the same time. For V- or K-welds the edges will be chamfered. 
Normally a 3-point-bending machine shapes the steel plates to steel cylinders with 
the required diameters (see Figure 27, left). The longitudinal gaps are welded so that 
finally several single tubular sections can be assembled to a tower section. The ends 
of the tower sections will be equipped with ring flanges. Every single tower section 
is finally coated by a corrosion protection system according to the on-site require- 
ments (see Figure 27, right). 

The production of lattice towers for wind turbine structures is shaped by compa- 
rably low prefabrication level. Most of the structural components can be 
prefabricated by steel producers. The cost intensive installation and assembly of the 
single components has to be done on-site. 

The single or double sections are rolled at the steel mill and the bolt holes will be 
drilled. The structural members will be protected against corrosion by hot-dip gal- 
vanization. The friction surfaces are additionally coated by an ASI-friction coating 
(ASI = alcali - zinc-dust - silicate -coating). Single parts of the braces and chords are 
pre-assembled. The length of the pre-assembled parts depends on the transportation 
length. 

Afterwards all members including transition piece are transported to the con- 
struction site. The members will be assembled on the ground and then lifted in the 
final position (see Figure 28). 
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Figure 27. Tubular tower: 3-point bending machine, coating (©SIAG) 




i 





Figure 28. Erection of a lattice tower 



4. Steel Support Structures for Offshore Wind Energy Converters 

Compared to the structural design of onshore structures the design of steel support 
structures of offshore wind turbines is more complex due to the offshore conditions. 
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Besides the additional turbulent wave loadings the structure is exposed to high 
corrosive environmental conditions. Additionally, the turbines are located far away 
from shore so that the effort for maintenance is very high. Offshore structures have 
to be more reliable than onshore. 

This chapter presents the additional load case "wave loadings" in more detail. 
Different offshore steel materials and corrosion protection systems are introduced. 
Finally, different types of support structures with constructional details are shown. 

4.1 Wave Loadings 

Offshore Wind Energy Converters (OWECs) are exposed to wind, operational and 
particularly wave loads. Wave loads result from the water flow past and around the 
support structure of the OWEC. The real turbulent sea states can be described by a 
superposition of many different single sinusoidal waves or waves systems. The 
systems take different wave heights, periods, lengths, directions, and shapes into 
account. The waves interfere and superimpose each other. 

Wave loads of slender structures can be described by the Morison's equation. 
Slender structures are structure with a small ratio between diameter and wave length. 
For non-slender structures the diffraction theory has to be used for the calculation of 
wave loads. Support structures of OWECs especially for lattice support structures 
like Jackets the Morison equation can be used. The empirical calculation formula 
takes structural information and the kinematics of the water particles into account. 
The particle kinematics can be derived from wave theories. Besides the regular wave 
theories, the kinematics can be described by sea state models. 

Regular sea states. Wave theories describe the kinematics of regular, monochro- 
matic, two-dimensional waves mathematically. In cases where the wave height is 
small compared to the water depth, the linear Airy wave theory may be used. This 
assumes a sinusoidal shape of the surface elevation and movement of the water 
particles along circular paths, varying over depth. With the circular frequency of the 
wave co, and the wave height H, the surface elevation n, can be expressed as follows: 

TT 

rj = — cos(<»-/) (35) 



. . Ik 

with: co = — 
T 
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In deep water, the particle kinematics result to: 

•eo-e k " -cos (ca-t) (36) 



r h 



H_ 

2 



H 

' 2 

H_ 

2 ' 



H 

a.. = — 



■we kz ■ sin (a-t) (37) 

ca 2 -e k: -sm(a-t) (38) 

a 2 -e k ' : -cos(ew) (39) 



with the indices 'h' for the horizontal and V the vertical velocity v and acceleration 
a respectively. The wave number k can be determined to: 

k = f (40) 

The particle kinematics becomes non-linear with increasing wave steepness. In that 
case different nonlinear wave theories can be used. Figure 29 shows appropriate 
wave theories related to water depth and wave height. 

The different theories all provide approximate solutions on the same differential 
equations with appropriate boundary conditions. 

All wave theories compute a waveform that is symmetric about the crest and 
propagates without changing shape. The theories differ in their functional formula- 
tion and in the degree to which they satisfy the non-linear kinematics and dynamic 
boundary conditions at the wave surface. 

Waves of small height in deep water are approximately linear in nature. Regular 
waves in this region are sinusoidal in shape and may be modelled using linear Airy 
wave theory or a low order stream function solution. 

As the wave height is increased or the water depth reduced, wave profiles become 
steeper sided and the height of the wave crest above the still water level becomes 
greater than the depth of the trough below the same datum. The wave profile and 
water particle kinematics can no longer accurately be described using linear wave 
theory. Stream function theory can be suitably applied over a wide range of depths if 
the correct choice of solution order is made. Stokes 5th theory may be used to model 
steep waves in deep water. 
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Figure 29. Regular wave theory selection diagram (IEC 61400-3 (2009)) 



As wave height is further increased or the water depth further reduced, the hori- 
zontal velocity of water particles in the wave crest will at some point exceed the 
wave celerity and the structure of the wave will break down. Water particles are 
ejected forward from the crest and the wave is said to break. 

Wave theories for regular waves are valid only up to the still water level. In order 
to calculate the kinematics for parts of the structure above the still water level the 
wave kinematics as obtained from one of the wave theories described above needs to 
be stretched. 

A common approach is the method suggested by Wheeler 37 , the so-called Wheeler 
Stretching: 



z s -T1 



(41) 



Cf. DNV-RP-C205 (2007), p. 28 f. 
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with n as the surface elevation, d as the water depth, and z s as the z-coordinate of the 
point that the wave kinematics shall be stretched. Figure 30 shows a schematic of 
this stretching method. 




Figure 30. Wheeler stretching (taken from the DNV-RP-C205) 



Irregular sea states. Real sea states can be described as stochastic processes that are 
stationary over a certain period of time. Usually, the assumption is made that over a 
time span of three hours a sea state is stationary. The characteristics of a stationary 
sea state can be modelled with wave energy spectra, i.e. the spectral density function 
of the surface elevation in that sea state. If no measured wave spectra are available 
for a given site, models of wave spectra formulations can be used that depend on 
characterizing parameters of a sea state, the significant wave height and the 
zero-crossing period. The explanations in this section base on the summary given in 
DNV-RP-C205 38 . 

The mean value of the wave height of the 1/3 biggest wave heights observed in a 
time series of recorded wave heights is called the significant wave height and is 
usually denominated H s . Another definition of H s can be derived from the spectral 
moment mo: 



H s 



■ 4Jm. 



(42) 



' Cf. DNV-RP-C205 (2007), pp. 31 ff. 
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with the spectral moments mo defined as: 

)df (43) 



Jf'-S(n)( 




where f is the wave frequency and n = 0, 1,2, ... 

The zero-crossing period T z is the mean period of successive up-crossings of the 
zero-water level of the water surface and can be described in a spectral form: 

(44) 

The wave energy spectra usually depend on the peak period T P , i.e. the peak period 
of the spectral density function. The relation of T z and T P depends on the shape of 
the spectrum. 

The Pierson-Moskowitz (PM-) spectrum 39 has been implemented for fully de- 
veloped sea states with unlimited fetch and unlimited duration of wind exposure. It 
is defined as given in (eq. (45)), using a formulation in angular frequency: 



S PM ( a )=—- H S- aj4 p- °> S eX P 

16 



5_ r 

4 



CO 



(45) 



with cop as the angular spectral peak frequency. The JONSWAP spectrum takes 
developing sea states with limited fetch and duration into account. It is based on the 
PM-spectrum, extended by the shape parameter y: 



1 [ M-ll>p 

exp ~z\ 



S JS (co) = nf-S PM (co)- r { '> (46) 

with: nf normalizing function nf = 1-0.287 \n(y) 

y shape parameter 

a bandwidth parameter: a = a a for co < co P 

a = a b for co> co P 
The normalizing function nf ensures that the same significant parameters will be 
reproduced as in the PM-spectrum. For y = 1 , the JONSWAP spectrum is equal to 
the PM-spectrum. 

The DNV-RP-C205 (2007) exemplarily gives data resulting from experiments for 
the calculation of the JONSWAP - spectrum. Average values are y = 3.3, cr a = 0.07, 
and a b = 0.09. 

39 Cf. Pierson W J and Moskowitz L (1964) 
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The relationship between zero crossing period and peak period can only be es- 
tablished by approximate means. IEC 61400-3 (2005) recommends the following 
correlation: 



11 + / 

5+7 



(47) 



The equation yields the following values for the spectra considering the average 
values mentioned above: 

- T p = 1 .4 1 T z for the Pierson-Moskowitz spectrum 

- T p = 1 .3 1 T z for the JONSWAP spectrum 

Figure 3 1 shows a comparison of the Pierson-Moskowitz and the JONSWAP - 
spectrum for H s = 4 m and T z = 8 s. 
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Figure 31. PM and JONSWAP spectrum for H s = 4m and T z = 8s 



Real waves vary in directions even within short term sea states, too. Therefore, a 
wave spreading function D can be applied to take this directionality into account. 



S(co,3) = S(a))-D(3) 



(48) 



with 9 as the angle which is relative to the main direction of the unidirectional sea 
state, as it is defined by the wave energy spectrum S(co). The spreading function 
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D(9) has to fulfil the following condition: 

\D{3)d9 = \ 



(49) 



Different approaches for the spreading function can be found in the literature, e.g. 
refer to Mittendorf (2006) 40 and DNV-RP-C205 (2007). Figure 32 illustrates the 
difference in the appearance of the sea surface for a linear wave (left) and a sea state 
with a spreading function applied (right). 



Linear wave theory 



Irregular sea state 
vUlli wave spreading 




Figure 32. Illustration of the difference in the appearance of the sea surface 



Long term distribution of short term sea states. Long term statistics of sea states 
can be found in so called scatter diagrams that provide information of the relative 
frequency of occurrence of a sea state of a given class. Sea state classes are usually 
characterized by zero-upcrossing period T z and significant wave height H s . Addi- 
tionally, often the directional dependency is considered in scatter diagrams, too. 
Table 1 gives an example of a non-directional scatter diagram for the North Sea. 

Data for scatter diagrams can be generated by simulation, measurements, or from 
literature (see Kleineidam P (2005)). 



Mittendorf K (2006), pp.35 ff 
taken from B6ker (2009), p. 13 
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Table 10. Scatter diagram for the North Sea 



H S)i 








To 


its] 








[m] 


<4 


4.. 5 


5.. 6 


6. .7 


7.. 8 


8.. 9 


9.. 10 10.. 11 


Total 


0..1 


19 


86 


94 


41 


10 


2 




252 


1..2 


3 


49 


121 


99 


40 


10 


2 


324 


2.3 


1 


17 


63 


73 


40 


13 


3 1 


211 


3. .4 




6 


27 


39 


26 


10 


3 1 


112 


4..5 




2 


11 


19 


14 


6 


2 1 


55 


5. .6 




1 


4 


9 


7 


4 


1 


26 


6..7 






2 


4 


4 


2 


1 


13 


7.. 8 






1 


2 


2 


1 


1 


7 


8..9 








1 


1 


1 




3 


9.. 10 








1 


1 






2 


total 


23 


161 


323 


288 


145 


49 


13 3 


1005 



Numerical simulation of sea states. A number of models have been proposed to 
simulate irregular sea states based on wave energy spectra numerically. In principle 
this can be done by an inverse Fourier transformation of the spectrum back to the 
time domain. In practice, a sea state is often thought of as the sum of many partial 
waves with different amplitudes, periods, and phase angles. This model is the so 
called superposition model. 
In this superposition model of sea states, the surface elevation becomes: 

rj(t) = 'S\a i -cos(ct) i -t + <p l ) (50) 

with the amplitude of the partial waves a„ the angular frequency of the partial waves 
CO;, and randomly distributed phase angles (pi that are uniformly distributed in the 
interval (0, 2tc). 

The same superposition method is valid for the superposition of the velocities and 
accelerations of the linear partial waves. 43 

In order to obtain the angular frequencies a>i of the partial waves, the wave energy 
spectrum needs to be discretized into slices of Act);. Several methods exist carrying 
out this discretization. 

The simplest approach is to divide the spectrum in to slices of constant thickness 
Aco. This results in time series that are periodic with T = 2n/A(o. This is undesirable 
due to the necessity to increase the number of partial waves in order to obtain longer 
random time series. This leads to unacceptable numerical costs. 



42 cf. Hapel K-H (1990), p. 214 

43 Mittendorf K (2006), p. 126 
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Another approach is to define the frequency intervals such that they become irra- 
tionally distributed 44 : 



Aa> t =.- max (51) 




Time series generated by this approach are no longer periodic. Alternatively, the 
intervals can be chosen such that all partial waves have the same amplitude a;: 



^ (52) 

N 

with N being the total number of partial waves used to simulate the sea state. De- 
scriptively, this means that all intervals cover the same area under the wave energy 
spectrum. Therefore, this method leads to a rather coarse resolution of the spectrum 
at the tail of higher frequencies, which can yield inaccurate results in dynamic time 
domain simulations if structural parts have resonance frequencies in that range. 
Kleineidam P (2005) therefore suggests using a combination of eq. (51) and (52) for 
different regions of the wave energy spectrum 45 . 

If the angular frequencies of the partial waves are known, the amplitudes can be 
calculated as follows: 



^2 ^(co)- Aw, (53) 



Morison's equation. With the particle kinematics it is possible to calculate wave 
loads on hydrodynamically transparent structures using Morison's equation, which 
is an empirical formula widely used in the offshore industry. 

The requirement for the applicability of Morison's equation is that the structures 
are hydrodynamically transparent, i.e. the structure itself influences the water flow 
only locally rather than obstructing the free flow on a global scale. It is assumed that 
this is true if the structure's diameter D does not exceed one fifth of the wave length 
h 

^<0.2 (54) 

A 

For structures that cannot be defined as slender in the meaning of eq. (54), other 
methods of wave load calculation have to be taken into account to consider the 



44 MittendorfK(2006), p. 127 
45 Kleineidam P (2005), p. 122 
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diffraction of the flow. For more detailed information on diffraction theory refer to 
IEC 61400-3 (2009). 

For static structures, i.e. in cases where the structural movements can be ne- 
glected, Morison's equation is: 

f = L+ ./,„ = \c d p -D-v\v\ + C m ■ p^-a (55) 

where: f force per unit length of the member 

fi drag term of the wave force 

f m inertia term of the wave force 

Cd hydrodynamic drag coefficient 

C m = (1+C a ) hydrodynamic inertia coefficient 

C a added mass coefficient 

p water density 

D diameter of the member in the respective section 

v velocity of the flow normal to the member force 

a acceleration of the flow normal to the member force 

It can be seen that the forces acting on members in the water consist of a drag term fj 
and an inertia term f m , both of which depend on the hydrodynamic coefficients Cd 
and C m . 

The drag term includes viscous force and friction effects and depends nonlinearly 
on the particle velocity. 

The inertia term includes the so called Froude-Krylov force, which results from 
the integration of the pressure field of the undisturbed wave over the surface of the 
member, and the hydrodynamic mass force. For cylindrical bodies, the hydrody- 
namic mass is equal to the displaced water mass. 

The Froude-Krylov force is independent of the structural answer. However, the 
hydrodynamic mass portion of the inertia term in eq. (55) is not. Considering the 
relative velocities and accelerations between structural movement and particle 
kinematics yields a modified formulation of Morison's equation, called the relative 
velocity formulation 46 : 

f=-C d -p-D-v r -\v r \ + C m -p^--a w -C a -p-^--a s (56) 

where: v r relative velocity of the flow normal to the member surface 
a w water particle acceleration normal to the member 
a s structural acceleration normal to the member 

46 DNV-RP-C205 (2007), p. 53 
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The consideration of relative kinematics effectively takes hydrodynamic damping 
into account implicitly. 

The hydrodynamic coefficients Cd and C m can only be determined by experi- 
ments. They depend on the flow conditions around the structure, the structural 
shape, and the roughness of the structure. The particular conditions for a given site 
may be characterized by the Reynolds number Re, the relative roughness, and the 
Keulegan-Carpenter number KC. However, significant variations of coefficients 
that have been measured experimentally for seemingly identical conditions prove 
that there is still a considerable portion of uncertainty in the determination of hy- 
drodynamic coefficients. The abovementioned standards as well as many other 
sources give guidance on the selection of Cd and C m . As standard values for the 
coefficient, they can be taken to Cd - 0.7 and C m = 2.0. These are average values 
proposed by several authors. 

Joint distribution of wind and waves. Since Offshore Wind Turbines are loaded 
by wind and wave loads it is necessary to find suitable means of combining both. 
This can be done by applying the joint probability function for the simultaneous 
occurrence of a certain wind speed and sea state. If no measured or hindcast data on 
combined wind and wave conditions for a site is available, e.g. if the Offshore Wind 
Turbine is to be designed according to one of the wind turbines classes, the 
GL-Offshore Guideline (2005) gives guidance on choosing H s and T p based on the 
hourly mean wind speed at 10 m above the sea surface 47 : 

«n «o.6371-2 (57) 

p e 0.16 



H = 0.0094-0.16 /3 • -12- « 0.02032 •«,„ (58) 



4.2 Material and Components 

Offshore wind turbine support structures are exposed to extreme climate and loading 
conditions. Materials in OWECs have to fulfil requirements regarding the structural 
safety and reliability. Beside extreme loadings the materials have to be suitable 
regarding their mechanical properties. Therefore offshore standards 48 define re- 
quirements for metallic materials of OWEC for example strength, toughness also for 



47 GL-Offshore Guideline (2005), p. 4-73 
GL-Offshore Guideline (2005), page 3-6 
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low temperatures, cold deformability, and suitability for welding. The material has 
to be chosen considering the importance of the structural member, the load and 
stress level, and other specific material and structural properties. 

Valid standards distinguish between component categories in OWEC support 
structures. The materials have to be chosen for the appropriate component category. 

Component categories. In relation to the importance of the structural member and 
on the type of load and stress level different component categories exist. According 
to GL-Offshore Guideline (2005) a structure can be subdivided in three different 
component categories. 

The first component category is for special structural members which are essential 
to the overall integrity of the structure. They are exposed to particularly arduous 
conditions like stress concentration or multi-axial stresses. The second category is 
valid for primary structural members, which are members participating in the overall 
integrity of the structure or which are important for operational safety and exposed 
to calculated load stresses comparable to the special structural members. The third 
category considers secondary structural members which are of minor significance 
and are exposed to minor stresses. 



Steel strength classes. Material strengths of metallic materials are subdivided in 
three different strength classes. Steel materials with yield strengths of 285 MPa can 
be assigned to "normal strength". If materials are used with yield strengths between 
285 and 380 MPa, these materials have to be associated to "higher strength" class. 
For yield strengths above 380 MPa the "high strength" class has to be evaluated. For 
special and primary steel structures, the GL-Offshore Guideline (2005) 49 recom- 
mends using fine grained structural steels suitable for welding with nominal yield 
strengths not exceeding 355 MPa due to reasons of resistance to fatigue. 

Table 1 1 summarises appropriate steel grades for plates and sections. For tubular 
sections different steel grades have to be considered. Detailed information for tu- 
bular members can be taken from the standards. 



49 GL-Offshore Guideline (2005), page 3-7 
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Table 11. Appropriate steel for plates and sections 



Structural 
member 
category 


Steel 

strength 

class 


Standard and/or 
rules 


Designation of material 


Special 


High 


EN 10225 
EN 10025-3/-4 


S 460 + S420 of group 2+3 
S 460 NL, S 460 ML 
S 420 NL, S 420 ML 


Higher 


EN 10225 
EN 10025-3/-4 


S 355 of group 2 + 3 
S 355 NL, S 355 ML 


Normal 


EN 10025-3/ -4 


S 275 NL, S 275 ML 




As for category "special" and additionally: 


Primary 


High 


EN 10025-3/ -4 


S 460 N + NL, S 460 M + ML 
S 420 N + NL, S 420 M + ML 


Higher 


EN 10225 
EN 10025-3/-4 
EN 10025-2 


S 355 group 1 

S355N + NL, S355M+ML 
S355 J2 + K2 


Normal 


EN 10025-3/-4 
EN 10025-2 


S 275 N + NL, S 275 M + ML 
S 275 J2 + K2 
S 235 J2 + K2 




As for the category "special" and "primary" and additionally: 


Secondary 


Higher 


EN 10025-2 


S 355 JO 


Normal 


EN 10025-2 


S 275 JR, S275 JO 
S 235 JR, S 235 JO 



Additional requirements. Valid offshore codes have additional requirements 
regarding the material thickness, the carbon equivalent used, the yield strength ratio, 
and the impact energy. Further information can be taken from GL-Offshore Guide- 
line (2005). 

Corrosion protection and coatings. Due to the marine climate corrosion protection 
is necessary for support structures of Offshore Wind Turbines. 
Different corrosion protection systems are possible. Within this subchapter only a 



GL-Offshore Guideline (2005), page 3-73 
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short overview of possible corrosion protection systems is given. Further details 
have to be taken from the guidelines 51 . 

Offshore wind turbine components are exposed to aggressive environmental 
conditions and not easily accessible. Because of the operational conditions, in many 
cases repeated protective coating is not possible. Special importance therefore 
attaches to the design, choice of material and corrosion protection measures. The 
corrosion protection can be chosen according to the following codes. 

For Coatings: 

- EN ISO 12944: "Corrosion protection of steel structures by protective paint 
systems" 

- NORSOK Standard M-501 : "Surface preparation and protective coating" 

For Cathodic Protection Systems: 

- EN 12945: "Cathodic protection for fixed steel offshore structures" 

- NORSOK Standard M-503: "Cathodic Protection" 

- NACE Standard RP 0176: "Control of Corrosion on Steel Fixed Offshore 
Platforms" 

Table 12 summarises three possible corrosion protection systems and reflects the 
possibility of corrosion allowance. In most cases support structures of Offshore 
Wind Turbines are protected by a combination of different corrosion protection 
systems. 

For structural members of Offshore Wind Turbines the corrosion protection is 
significant. Corrosion initiates small cracks in the material which reduce the fatigue 
resistance of the structure significantly 52 . 

Typical coating systems for the passive corrosion protection can be taken from 
EN ISO 12944. Offshore steel support structures are classified in the corrosion 
class C5-M ace. to EN ISO 12944-2. The appropriate coating system can be chosen 
according to EN ISO 12944-5 subsequently. For an evaluated design life (class H = 
high), systems with different sequence coatings are possible (see Table 12). 

The active corrosion protection by sacrificial anodes can be chosen ace. to EN 
12495. A design for the galvanic system has to be carried out. 



51 GL-Offshore Guideline (2005) or DNV-OS-J101 (2007) 

52 Bignonnet, A (1987) 
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Table 12. Corrosion protection 



Corrosion 
Protection 


Description 


Coatings 


Coating is a collective term for one or several coherent layers on a 
base material, which are made from non preformed materials and 
the binding agents of which mostly are of an organic nature. 
Coatings can be selected ace. to EN ISO 12944-5. 


Sacrificial 
Anode 


An anode is an electrode in a galvanic cell or the part within a 
corrosion cell which emits a direct current in the form of positively 
charged ions, mostly with anode substance dissipation. Anode 
materials are alloys on aluminium, zinc, and magnesium basis. 


Cathodic 
protection 


The cathodic protection is a protective method by which the ma- 
terial to be protected is made a cathode, by sacrificial anodes or 
impressed current systems. This method is intended to prevent 
corrosion in the submerged zone electrochemically. 


Corrosion 

allowance 


In addition to constructional corrosion protection systems, corro- 
sion allowance can be considered. The average value of allowed 
corrosion per year can be estimated to 0.3 mm/a. The value has to 
be evaluated for every single wind park location. 



Table 13. Coating systems for offshore steel structures ace. to EN ISO 12944-5 



low alloyed steel, surface preparation SA 2 V% 


protection 
system 


base coating 


Top Coating 


bonding 
agent 


layer 


per layer 
um 


bonding 
agent 


layer 


per layer 
um 


A5M.02 


EP, PUR 


1 


80 


EP, PUR 


3-4 


320 


A5M.07 


EP, PUR, ESI 


1 


60 


EPC 


3-4 


400 


EP: epoxy resin; PUR: polyurethane; ESI: ethyl silicate 



4.3 Types of Offshore Support Structures 

Within the last decades several types of support structures have been investigated. 
The support structure of an Offshore Wind Turbine consists of the tower and the 



GL-Offshore Guideline (2005), pp. 3-65 ff 
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substructures. The substructure includes all structural components below the tower 
including the foundation (see Figure 33). 




sea bed 



Figure 33. Components of an Offshore Wind Turbine with Monopile foundation 



Depending on the water depth, the size of the turbine, and the local conditions 
different types of substructures have been developed. This chapter describes several 
types of support structures. Most offshore wind parks in Europe are supported by 
Monopile foundations. 
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Monopile. This type of foundation is a simple construction and extends effectively 
the turbine tower under water and into the seabed (see Figure 33). The Monopile 
consists of a steel pile with a diameter between 3.5 and 5.5 meters driven or drilled 
10 to 40 meters into the seabed. This cylindrical tube is connected to the steel tower 
by a so-called transition piece. This transition piece unifies the tower pile with the 
foundation pile. Within this unit, the foundation tube overlaps the tower tube and the 
annulus between the tubes is filled with high performance grout. This type of con- 
nection is also called grouted joint. Monopiles are used extensively in the near- and 
offshore environment up to water depths of 25 m. For the installation of Monopiles 
only small preparations of the seabed are necessary. Heavy piling equipment drills 
the foundation into the seabed. Monopiles are not suitable for locations with many 
large boulders. 

Jacket. The Jacket resembles with a lattice tower (see Figure 34, left). As a result of 
the spatial carcass the steel amount and therefore the material costs experience a 
reduction. Compared to Monopile structures a Jacket substructure consists of 40 % 
to 50 % less steel. To the top of the Jacket construction, the tower including the 
turbine is mounted. The anchorage is formed by piles at all four structure feet ac- 
cording to the Tripod construction. Conveniently, the specific details are of 
comparatively small dimensions affording a production standardized largely. All 
mentioned facts lead to marginally increasing project costs with significantly in- 
creasing water depth. According to the suitability to deep water, this structure might 
become favorable for wind energy farms in the outer sea. Jackets can be used in 
water depths up to 50 m. 

Tripod. Tripod foundations are multiple-pile constructions because of their 
three-legged foundation (see Figure 34, middle). This structure consists of a central 
steel cylinder connected with a steel lattice to three foundation piles symmetrically 
arranged around the central pile. The three legs transfer the forces from the tower 
into the foundation piles. The three piles are driven 10 to 20 meters into the seabed 
depending on soil conditions. The installation needs marginal seabed prearrange- 
ment what leads to an expeditious assembling. Though, the seabed needs to be free 
of boulders. Compared to the dimensions of the Monopile, the pile diameter of the 
three legs is significantly reduced. Tripods can be used for water depths up to 50 m. 
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Tripile. The Tripile foundation is a development by BARD Engineering (see Figure 
34, right). The Tripile is suitable for water depths of 25 to around 40 meters and is 
more compact, lighter and cheaper than other offshore support structures. The 
supporting crosspiece and struts are welded from flat steel elements. On the other 
hand the torsional stiffness is smaller. This influence has to be considered thor- 
oughly. 

The joints between the supporting crosspiece and the three foundation piles are 
glued with special cement. All the assembly work can be done with a heavy-duty 
crane on a construction vessel. 

The structural members of the Tripile are produced in series. For different soil 
conditions the lengths of the three piles can be varied. The design process of the 
crosspiece considers different boundary conditions so that the structural design is 
valid for several boundary conditions. 

The three piles are driven into the seabed. The necessary length of the piles de- 
pends on the soil conditions. The driving of the three piles is done by using a 
template. The crosspiece is put on top of the three piles. The gaps between piles and 
crosspiece are grouted with a high performance mortar. 



Jackei 



Tripod 



Tripile 




Figure 34. Support structures of Offshore Wind Energy Converters 
(Jacket, Tripod, Tripile) 
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Suction bucket. Suction buckets are tubular steel foundations that consist of an 
upside down cylinder (see Figure 35, left). They are installed by sealing the top and 
applying suction inside the bucket. The hydrostatic pressure difference of the outer 
and the inner side and the deadweight cause the bucket to penetrate the soil. 

This benign installation procedure allows the bucket to be connected to the rest of 
the structure before installation, enabling a reduction in steps of the installation 
procedure. The bucket technology has been widely used in the construction of 
offshore oil and gas platforms. Concerning Wind Energy Converters there is little 
knowledge by now. Compared to other support structures advantage is given by the 
installation without drilling procedures and the small amount of steel. 

Floating structures. Floating structures are one of the latest developments for 
Offshore Wind Turbine support structures (see Figure 35, middle). Suitable for 
extreme large water depths between 150 and 700 metres, these types of substruc- 
tures are kept in position by mooring chains and anchors. Additionally, the chains 
have the advantage that they contribute to dampen the motions of the floater 54 . At the 
bottom of the hull of the floater, a stabiliser is placed to further reduce roll. The 
installation is simple since the structure can be towed to the site and then be con- 
nected by the chains to the anchors. The anchors can be fluke anchors, drag-in plate 
anchors and other plate anchors, suction anchors or pile anchors, depending on the 
actual seabed conditions. When the anchors have been installed, the chains can be 
attached and tightened and hook-up cables can be assembled. 

The HYWIND project in Norway is the first Offshore Wind Turbine which is 
supported by a floating substructure. 

Tension leg platform. The tension leg concept is a foundation concept which is well 
known from the oil and gas industries. This type of foundation is suitable for water 
depths of 300 to 1500 metres. The tension leg support platform is a floater sub- 
merged by means of tensioned vertical anchor legs 55 (see Figure 35, right). The base 
structure helps dampen the motions of the structural system. 

The installation is simple since the structure can be towed to the site and then be 
connected to the anchors. When anchors such as anchor piles have been assembled 
and steel legs have been put in place, the hook-up cable can be installed. The plat- 
form is subsequently lowered by use of ballast tanks and/or tension systems. The 
entire structure can be disconnected from the tension legs and floated to shore in 
case of major maintenance or repair of the wind turbine. 
Table 14 shows the water depths for different types of support structures. 



54 DNV-OS-J101 (2007), Seel -p. 17 
55 DNV-OS-J101 (2007), Sec. 1 -p. 17 
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Suction bucket 



Floating 



Tension ley 




Figure 35. Support structures of Offshore Wind Energy Converters 
(Suction bucket, Floating, Tension leg) 



Table 14. Appropriate water depth for different types of support structures 



Concept 


small 
to 20 metres 


water depth 
medium 
20 to 50 metres 


large 
>50m 


Monopile 














Jacket 














Tripod 














Tripile 














Suction bucket 














Floating 














Tension Leg 















suitable 



moderate 
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4.4 Construction Details 

Compared to Onshore Wind Turbines support structures of Offshore Wind Turbines 
use additional types of joints. This chapter gives a short overview of constructional 
details. 

Grouted joints. The grouted joint is used for the connection between substructure 
and tower of the Offshore Wind Turbines. It consists of the top of the foundation pile 
and a transition piece, which is slid over the pile. The annulus between pile and 
transition piece is filled with a high performance grout. 
Figure 36 schemes the components of a grouted joint. 




Pile __?['?_ 

Figure 36. Components of a grouted joint 



Within the grouted joint it is possible to overcome pile eccentricities and inclinations 
of the driving process. The load transmission is realised by contact and friction 
between the steel and the grout surfaces. Latest investigations show that the appli- 
cation of shear keys increase the load capacity and stiffness of the connection 
significantly. Shear keys are weld beads or steel bars in circumferential direction. 
They are adjusted on the opposite surfaces of the steel members. The authors 
strongly recommend the use of mechanical measures for shear in order to improve 
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the fatigue resistance of this kind of joint. 

Valid standards recommend an overlap length L G of 1.5-times the diameter of the 
pile. The used grout material have compressive strengths of 100 MPa and higher. 
Grouted connections have to be designed within a numerical simulation under 
consideration of non-linear contact and non-linear brittle material for the grout. 
Besides the ultimate limit state the fatigue limit state has to be investigated. There- 
fore concrete codes for high performance grout materials have to be considered. 

Boat landing, work platform and J-tubes. Any Offshore Wind Turbine has to 
provide good accessibility for maintenance and service. Mostly this is achieved by 
boat landing facilities. The boat landing consists of a ladder with fenders and a shock 
cell to absorb ship impact (see Figure 37). 




Figure 37. Transition piece of a Monopile with secondary items 
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For instance, the boat landing facility is installed at the transition piece of a Mono- 
pile foundation. The ladder leads to a work platform at the tower base. The service 
platform is normally above the splash zone. In some cases an intermediate platform 
has to be installed. 

Modern Offshore Wind Turbine support structures are assembled with a heli- 
copter deck. This is useful, when the turbine structure is very high. 

Besides the work platform and boat landing J-Tubes are preinstalled at the transi- 
tion piece. The metallic tubes are used for the connection of the single wind turbine 
to the grid. Cables for the power supply are routed from the seabed up through the 
J-Tubes. J-Tubes can be built internal or external of the transition piece. Platforms, 
landing facilities and J-Tubes belong to secondary structural members ace. to 
GL-Offshore Guideline (2005) 56 . 

4.5 Erection of Offshore Wind Turbine Structures 

The erection of OWEC support structures including substructure and tower is a big 
challenge. In comparison to the installation of wind turbines onshore, offshore 
constructions have to consider weather conditions in more detail. For the North Sea 
approximately 100 to 120 days a year 57 are suitable for the installation of an OWEC 
support structure. 

The installation of foundations and substructures of Offshore Wind Turbines are 
mainly influenced by the wave action. Today's offshore installation techniques 
allow maximum significant wave heights of 2.6 m and water depths up to 45 m. 
For the installation of OWECs mobile platforms are used. These so called jack-up 
rigs stand still on the sea floor resting number of supporting legs. Jack-up rigs are 
sometimes used for transportation of foundation piles, tower tubes, or nacelles with 
blades. 

For the installation of a wind turbine structure with Monopile foundation the 
following steps are carried out: 

- Drilling or driving of the foundation piles 

- Installation of the transition piece with grouting 

- Installation of the tower sections 

- Installation of the nacelle and rotor blades 

- Grid connection 

- Scour protection 

Mostly the preparation of the seabed is not necessary. 



56 GL-Offshore Guideline (2005)p. 3-7 
Greenpeace (2000), Sec. 3.5.1 
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Topics on the design of tubular steel wind turbine 

towers 

C.C. Baniotopoulos , I. Lavassas , G. Nikolaidis , P. Zervas 
Institute of Metal Structures, Aristotle University of Thessaloniki, Greece 

Introduction 

The wind turbine tower is mainly a simple cantiliver beam. However, its section 
forms a thin-walled cylindrical shell and therefore, several issues arise during the 
analysis such as the local buckling of the shell structure or the stress concentrations 
around the door opening which must be thoroughly examined. The design is 
governed by the extreme wind loading; earthquake loading should also be taken into 
account when designing the turbine tower on seismic hazardous areas. 

1. Evaluating the tower shell thicknesses 

1.1 General aspects 

The evaluation of the shell thicknesses of the tower is performed by the plastic limit 
state design [LSI] and buckling limit state desingn [LS3] as they are described in 
EC-3-1-6. 

The wind tower is a cantilever beam; in this sense, the simplest way is to perform a 
hand calculation, considering the tower clamped to its base. A computer analysis 
using a linear model can also be done. In this case the various courses of the tower 
are represented as linear elements. The tower can be considered either as clamped to 
the base, or including the foundation using a linear beam grid. By the previous type 
of approach the internal forces at every point of the tower are calculated. Special 
cases as the local buckling of the shell or the stress state at specific points, like flange 
positions or door opening must be examined by applying special calculation models. 
However, as nowadays the designer has advanced computational tools in his hands, it 
is now becoming easy to model the whole tower with all the details included using an 
integrated Finite Element model. Constructing such a model, the designer should 
evaluate directly the stress state at any point of the tower (including flange 
connections, door opening etc.) 
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In the paragraphs below, an analysis of the tower using the aforementioned methods 
is attempted. The prototype tower examined has a height of 76.15 m. The shell 
diameter at the base is 4.30 m and the diameter at the tower top is 3.0 m. Shell 
thicknesses vary from 30 mm at the bottom to 12 mm ato the top. The tower is 
divided into three parts connected together by bolted flanges. 



1.2 Tower Loading 

1.2.1 Vertical loads [G] 

In a structural model, the self-weight of the shell is usually estimated directly by the 
FE software, as a function of the geometry and the unit mass of the steel elements. 
The contribution of the platforms and the ancillary equipment (ladders, cable racks 
etc.) to the total weight of the tower could be neglected. 

The weight of the nacelle, including the blades and the rotor, is provided by the 
manufacturer. In the example at hand, it is assumed to be equal to: Gr=1067,00kN, 
having the center of gravity shifted horizontally +0,725m from the axis of the tower 
and vertically +0.50 to +1.00 m above the upper flange level (+76.15 m). 

1.2.2 Extreme Wind loads [W] 

The loads over the tower stem are calculated, for the specific dynamic characteristics 
and geometry of the structure, according to [EC 1-1-4]. In the example a basic wind 
velocity at 10m above ground of: vb=27,00 m/sec and for a terrain of category [II] is 
used. 

The distribution of the wind forces along the height [z] of the shell is given as a 
function of the diameter [D], by the equations (z, D in [m], F w in [kN/m]): 

z< 2,00m : F w = 0,51-D 

z> 2,00m : F w = 0,013«ln(20«z>[ln(20«z) + 7]'D 

where D = -0,01775*z+4,30266 (variation of tower diameter along the height) 
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L 




Figure 1. Wind load distribution along the tower height and around the 
circumference 



The distribution of the wind forces along the circumference of the shell are 
expressed according to EC 1-4: 




Cp.^V'i.-C-, 



w^--c,.-v,-c !K , 





Figure 2. Wind load distribution over the circumference according to EC 1-4. 
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1.3 Hand calculation 

The tower is actually a cantilever beam (see Figure 3). Since this is a statically 

determinate system, the shear force and the 

a 

bending moment at every point could be easily 
calculated by hand. Calculation of tower 
deformations is quite difficult to be performed by 
hand, due to the varying moment of inertia along 
the height of the tower. 

For the self-weight, the reactions V,M at the base 
are: 

Load eccentricity: e x =0,725 m, e z =+0,50 m 

V=0,0 kN 




Figure 3. Simplified structural 
model 



M= 1.067-0,725=773,60 kNm (due to the 
eccentricity of the load) 

The total weight of the tower (including flanges 



& stiffeners) is: 1.422 kN 

Wind loads on the tower top are producing the following reactions: 

V=598,74 kN , M=1.665,41+598,74*(76,15+e z )=47.558,83 kNm 

The corresponding wind forces over the height are (as above): 

Fwl(z) = 0,51«(-0,01775«z+4,30266) , z < 2,0 m 

Fw2(z) = 0,013n(20«z)«[ln(20»z) + 7]«(-0,01775«z+4,30266) , z >= 2,0 m 

Base reactions are resulting from the integration of the load functions: 

2.0 



.:=(> 



/■ (.76.13 

V = J Fwl(z) ■ dz + J , p Fw2(z) • dz = 4,37+298,19=302,56 



kN 
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2 r ° ,76.15 

M = J Fw\{z) ■ Z • dz + J _ y Fw2(z) -Z-dz =4,36+12.023=12.027,36 kNm 
z=o 

The total wind forces at the tower base are: 

N=1422,00+1.067,00=2.489,00 kN 

V=598,74+302,56=901,30 kN 

M=47.558,83+12027.36=59.587 kNm 

Similarly, for the load combination: [G+1.50-W] we have: 

N=2489,00 kN 

V=0,00+l,5« 901,3=1.351.95 kN 

M=l,5«59.586,19-773,58=88.606 kNm 



1.4 Developing a linear model for the tower 

It is quite easy to develop such a model for the tower using linear beam elements. As 
the tower is divided into courses with different thickness, each course is modeled as a 
linear beam element having as cross-section, the cross-section of the tower at the 
specific height. In the case that the tower base is considered as clamped, the 
foundation should be designed separately using the section forces at the tower base. It 
is suggested to include also the foundation to the linear model as a grid of linear 
elements with elastic support to the ground. 

1.5 Developing a complete FE model for the tower 

The basic concepts on developing an analytic Finite Element model for the tower is 
to be described. The present structural design is based on non-linear analysis 
[GMNIA] for the wind loading and on spectral response analysis for the seismic 
loading. The engineering software used is [Strand7 / Straus7]. 
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The overall FE tower model (see Figure 4) is composed by the shell, the intermediate 
flanges and the embedded to the foundation skirt. The reinforced concrete foundation 
is also modeled. 

The structural model becomes denser in the vicinity of the flanges, the door opening 
and the base ring, in order to more accurately describe the local concentration of the 
stresses. For a more efficient use of the FE software, a cylindrical coordinate system 
is used. 



Figure 4. The FEM model 



The shell is divided along the height into skirts of varying thicknesses, each of which 
constitutes an individual FE group. The element arrangement along the 
circumference is determined by the number of bolts of the connection flanges. Doing 
so, there is a node at each bolt position. 

The intermediate flanges (see Figure 5) are modeled by the use of brick elements. 
The interfaces of the flanges are connected by means of frictional unilateral contact 
elements, active only in compression. On bolt positions, the upper node of the upper 
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flange is attached to the lower node of the lower flange (Figure 5, points 1 & 2), via 
the prestressed linear elements of cable type, active only in tension. Especially for the 
top flange, the contribution of the naceUe to the horizontal rigidness of the section is 
achieved by the introduction of master - slave links, converging at the center of the 
circle. 
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Figure 5. Detail of the flange positions 





Figure 6. Details of the foundation 



The foundation is modeled together with the tower body (Figure 6). The whole 
system is assumed to be elastically supported to the foundation base, taking account 
of the soil-structure interaction. The foundation has been introduced by means of 
brick elements, elastically supported to the ground, through unilateral contact and 
friction conditions. 
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The model will be analyzed using GMNIA. (Geometric & Material Non-linear 
with global and local Imperfections - Analysis). 




Base 



Figure 7. Detail to the door and the embeded skirt 



1.6 Analysis of the tower 
1.6.1 Serviceability check 




Figure 8. Tower displacements - FE and linear model 



The tower is a flexible structure. The total allowed horizontal displacements on the 
top of the tower are usually prescribed by the manufacturer of the wind turbine in 
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order not to damage it. In the example, for the load combination [G+W] are (see 
Figure 8.): 

FE model: dx=l,195 m , Linear model: dx=l,391 m 

On the other hand, of great importance on the SLS limit state is to check the 
percentage of the uplift of the foundation due to the extreme wind or seismic loading. 
As an example, for the above mentioned combination, an uplift of about 20% of the 
foundation was recorded (Figure 9), which leads to a maximum vertical displacement 
of 0,3mm. 




Figure 9. Uplift of the foundation 



1.6.2 Section forces to the tower 

The cross sectional [N], [V], [M] diagrams are presented for the Linear model (see 
Figure 10). At the tower base the resultant values for the load combination 
[G+1,50W] are: 

N=2.405,00 kN , V=1.346,74kN, M=88.798,36 kNm 

It worhts to be mentioned that the values above are a close match to the ones 
calculated by hand on the engineering model. 

For the Finite Element model it is not feasible to obtain directly the corresponding 
diagrams. For the sake of comparison, the values of [N], [V], [M] have been 
assessed at the tower base by integration of the resulting stresses: 
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Figure 10. Section forces to the Linear model 

2.,T 

N= jaz ■ t ■ R ■ dd = 2.453,40 kN 
s=o 

2-.T 

V= jax-t R -d0= 1342.25 kN 

9=0 

2-.T 

M= joztx-Rdd = 88731.22 kNm 



1.6.3 Limit state design according to EC3-1-4 

Having on hand the analysis results, the tower must be designed for the following 
limit states [LSI] (plastic) & [LS3] (buckling). For the plastic limit state, the 
maximum von Mises stress at any point of the tower is compared to the yield limit of 
the steel. Buckling limit state [LS3] will be examined in detail on Ch 3. 
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In our example, high strength steel is used to the shell and flanges of the tower 
(fy=355 MPa). According to the the Finite Element model results, the maximum von 
Mises stress on the tower shell has been found equal to 348 MPa, at the vicinity of 
the door. For the main body of the tower, the maximum von Mises stress is lower, 
reaching 293 MPa. It is worth mentioning that there is an almost uniform distribution 
along the 2/3 of the tower height. 




... 



Figure 11. Vm stresses: Fe model (left), Linear model (right) 



Regarding the Linear Model, the corresponding maximum stress is 251 MPa. As 
shown in Figure 11 there is a uniform distribution of the stresses for the two lower 
courses of the tower, excluding the two first at the bottom, which have been stiffened 
because of the presence of the door. 



1.7 Conclusive remarks 

The methods used for the evaluation of the shell thickness were: 

• Linear static analysis (LA) 

• Static GMNA&GMNIA analysis 
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Linear model (as well as the calculation by hand, given that the wind tower is a 
statically determinate structure) are sufficient for estimating the forces on the tower, 
but they are inadequate to acess the total stress state on the tower shell and in detail, 
especially because of the complicated distribution of the wind force over the tower 
circumference. Stress state on the tower details may be evaluated by the use of 
additional Finite Element models together with hand calculation or a linear model, 
but in this case the boundary conditions on the additional FE models need to be 
estimated. A complete FE model for the tower may need more computation effort, 
but it provides a complete stress state, when accomplished with a simplified model 
and hand-calculation for the check of the results. 

Based on the previously presented analyses, the two lowest sections of the tower are 
mainly designed against the plastic limit state, having a uniform distribution of 
maximum von Mises stress. The lower courses (t=30 mm) seem to be ovedesigned 
considering the tower as a linear model, or a FE model without openings, but their 
dimensioning is governed by the local stress concentration on the shell around the 
door. The top part of the tower is mainly designed for buckling. Top course is 
usually suffer in order to provide smooth transfer of the top forces from the upper 
flange to the tower body. 



2. Seismic design 

2.1 General 

Wind action is usually the dominant loading for the design of a wind turbine. 
However, the turbine as it is a flexible structure having a big height, and the mass of 
the rotor system and the blades are concentrated at the top, it forms an inverse 
pendulum. When designing the tower for an area with seismic rise, the tower must be 
designed for the seismic loads as well. 

2.2 Fundamental requirements 

Steel towers designed to withstand the actions of the earthquake shall conform to the 
following European Codes: 
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EC 8-1 : Design of structures for earthquake resistance - General rules, seismic 
actions and rules for buildings [10] 

EC 8-6: Design of structures for earthquake resistance - Towers, masts and chimneys 
[11] 

The relevant clauses of [GL Wind 2003 IV - Parti] [14] may also be taken into 
consideration. 

Both requirements of [EC 8-1 §2.1], no-collapse (ultimate limit state) and damage 
limitation must be met. The later is considered to have been satisfied if, under a 
seismic action having a larger probability of occurrence than the design seismic 
action corresponding to the "no-collapse requirement", the displacements, as 
calculated according to [EC 8-1 §4.4.3], are limited, in order to prevent permanent 
damage of the equipment. If no specific information is available by the relevant 
National Annexes, the owner or the rotor supplier, a reduction factor: v=0,5 for 
structures of high importance is recommended by the above mentioned Code. It must 
be noted though that in practice, a wind turbine tower designed according to the 
relevant set of Eurocodes (limitation of the 2nd order effects, competent fatigue 
assessment, consideration of the aeroelastic actions, adequate distance of the natural 
frequencies of the tower from the excitation frequencies of the rotor blades etc.), no 
special restrictions to the magnitude of the displacements are usually needed. 



2.3 Methods of analysis 

The seismic actions should be determined on the basis of the linear-elastic behavior 
of the structure, whereas the reference method should be the modal response 
spectrum analysis. As regards the alternative approaches mentioned in [EC 8-1 
§4.3.3], it is remarked that: 

Lateral force method of analysis in not applicable in the case of the wind towers, 
since the contributions from modes of vibration higher than the fundamental are 
always significant. 

Non-linear time history (dynamic) analysis is predicated on artificial, recorded or 
simulated accelerograms, which are not always available, at least to the required 
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degree of accuracy and completeness. This method though can be used 
supplementary as a verification of the modal response spectrum analysis and for the 
investigation of the response of the structural elements with unilateral behavior 
(preloaded base anchors, footings susceptible to local uplift etc.). 

Non-linear static (pushover) analysis may be applied only for verification purposes 
(see [EC 8-1 §4.3.3.4.2.1]. 



2.4 Earthquake motion representation 

The earthquake motion is represented by an elastic ground acceleration response 
spectrum, defined as "elastic response spectrum". As an alternative, the "design 
spectrum" may be used, when the capacity of the structure to dissipate energy, 
through mainly ductile behavior of its elements and / or other mechanisms, is taken 
into account. It must be noted though that the required compliance with the 
additional rules for dissipative behavior of [EC 8-1 §6.9] [10] concerning inverted 
pendulum structures is rather problematic, since the procedure indicated in [§6.5.5-1] 
for the estimation of the seismic action magnifying factor [Q] makes no sense in the 
case of single column structures, in contradiction with the relevant provisions of the 
previous edition of the Code [preEN 1998-1-3:2000 §3.9-3]. At any rate, this does 
not seem to be a design issue, since the wind as a rule is the dominant load case [11]. 
This statement is demonstrated by a working example, given in the Table 1, where 
the relevant load combination assumptions are as follows: 

Earthquake data: a=0,36, TB =0.15, TC=0,60, yl=1.40, £=2% 



Table 1. Displacements & base forces for wind & seismic loading 


No 


Description 


G+W 


G+1.5W 


G+E 


1. 

2. 
3. 


f,top (mm) 

YBase (kN) 

M,Base (kNm) 


845 


1,051 

67,652 


687 

665 

38,080 
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Therefore, this fact allows the adoption of the elastic response spectrum for the 
seismic excitation, where no ductility requirements are involved. However, the 
seismic analysis should be carried out in any case, especially to areas with extreme 
seismic data (high risk seismic zone, weak soil, etc). 

In chapters 2.5.1 & 2.5.2, the parameters involved to the above mentioned 
translational spectra, as given by [EC 8-1 §3.2.2], are described. Regarding the 
rotational component of the ground motion, [EC 8-6 §3.1] states that it should be 
taken into account for tall structures in regions of high seismicity, as specified by the 
National Annexes. The suggested by the Code field of application includes the 
following types of structures and site characteristics: 

[§3.1]: Structures taller than 80m in regions where the peak ground acceleration 
times the soil factor exceeds the 25% of the gravity acceleration: a g «S > 0,25*g. 

[§4.2.5]: Structures with height greater than five times the maximum base dimension. 
Obviously this criterion does not apply to pile foundations. 

The method for the quantification of rotational spectra components is described in 
[EC 8-6 Annex A]. As ajustified simplification, the vertical component [R a (T)] may 

be disregarded, while the horizontal [Rf i (T)] could conservatively be combined with 

the transitional component (SRSS procedure - see 2.6) by means of the relation: 



yls e (T) 2 + (R e d (T).h r ) 2 



where [hr] is the hub height 



With the exception of towers erected on rock or very stiff soil, the structural model of 
the steel shell must be built together with the one of the foundation, so that the 2nd 
order effects and the contribution of the soil-structure interaction are properly taken 
into account (see [EC 8-1 §4.3.1] & [EC 8-6 §4.2.5] [10][11]). 
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2.5 Response spectra 

2.5.1 Elastic response spectrum 

The shape of the elastic response spectrum [Se(T)] is presented in Figure 12. The 
horizontal translation components of the seismic action are determined by the 
formulas: 



SJa. 



2.5.s n 






Figure 12. Elastic response spectrum 



S e (T) = a g *S» 



1 B 



when: 0<T<TB 



when: TB<T<TC 



S e (T) = a t 'S*v0 o 



when: TC<T<TD 
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S e (T) = a t - S ' tj ' p - 1 Tc 'J D J when: TD<T<4s 

The damping correction factor [n] and the components of the horizontal design 
ground acceleration [a s ] can be derived by the relations: 



10_ 

5 + £ 



'7 = 1 | TTT >0,55a g = y I 'a g R 



The values of the factors involved in the formulas, are: 

a g R: Reference peak ground acceleration on type [A] ground, specified by the 
National Annexes. 

y : : Importance factor. For the electric power plants it is recommended by [EC 

8-6 §4.1]: yl =1,40. 

p o : Coefficient of spectral amplification: (3 = 2,50 

%: Critical damping factor ratio. For welded steel structures the value: (=2% is 

adopted as a rule. 

S: Soil factor, given in Tables [3.2] & [3.3] of [EC 8-1] for the specific ground 

type as classified in Table [3.1] and for the spectra type, depending on the surface- 
wave magnitude of the earthquakes that contribute most to the seismic hazard 
defined for the site. 

T: Vibration period of a linear single-degree-of-freedom system. 

TB, TC, TD: Characteristic values of spectrum, defined in the same way as the 
soil factor [S]. 

The vertical component of the seismic action is determined by the same expressions, 
with the following modifications: 

S=1,00 p o = 3,00 

TB = 0,05s TC = 0,15s TD= 1,05s 
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The horizontal design ground acceleration [a g ] is replaced by the vertical [Oyg], as 
given in Table [3.4] of [EC 8-1]. 

2.5.2 Design spectrum 

The horizontal translation components of the design spectrum [Sd(T)] are defined by 
the following expressions: 



S d {T) = a .S. 



2,5 2 
q 3 



when: 0<T<TB 



SJT) = a»S» 



2.5 



when: TB<T<TC 



5,(r) = « g .s.^.(jH 



when: TC<T<TD 



S d (T) = a»S»- 



2,5 J T C .T D 



P»\ 



when: TD<T<4s 



q V T 1 

It is noted that: 

The parameters [a g ], [S], [TC] & [TD] are as defined in §2.5.1. 

The lower bound factor [|3] may be taken as equal to 0,2, when not determined by the 
National Annex. 

The behavior (shape) factor [q] can be assigned with the value: q = 1,50 (see [EC 8-6 
§4.7.5, §4.10 & 6.1]), relevant to the cross-sectional Class [4] of the tower shell, 
according to the categorization of [EC 3-1-1 Table 5.2]. 

For the vertical component of the seismic action, the design spectrum is given by the 
same expressions, but with the following modifications: 



S=1,00 
TB = 0,05s 



TC = 0,15s 



TD= 1,05s 
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The horizontal design ground acceleration [ag] is replaced by the vertical [a vg ], as 
given in Table [3.4] of [EC 8-1]. 

2.6 Combinations of seismic actions 

The sum of the effective modal masses for the modes taken into account should 
amount to at least 90% of the total mass of the structure. The combination of the 
values of the seismic action effects for the governing modal responses will be 
assessed according to [EC 8-6 §4.3.3.3] and [EC 8-1 §4.3.3.3.2], by applying the 
SRSS method (square root of sum of squares), provided that the periods in any two 
vibration modes may be taken as independent of each other (T^,, < O^'T^). If the 
above term is not satisfied, more accurate procedures for the combination of the 
modal maxima, such as the CQC (Complete Quadratic Combination) should be 
adopted. 

The effects of any rotational component of the ground motion may be combined, if 
significant, with those of the translational component via the SRSS procedure, since 
they are not generally in phase. Any rotational components about a horizontal 
direction should first be combined with those of the translational ones in the 
orthogonal horizontal direction. 

The horizontal [EEdx], [EEdy] and the vertical [EEdz] components of the seismic 
excitation may be combined in respect with the stipulations of [EC 8-1 §4.3.3.5]: 

±l,OEEdx + 0,3«EEdy + 0,3'EEdz 

±0,3«EEdx + l,OEEdy + 0,3«EEdz 

+0,3«EEdx + 0,3«EEdy + l,f>EEdz 

Regarding the combinations of the seismic action with other actions, it is considered 
that, instead of the general purpose approach of [EC 8-6 §4.5] & [EC 8-1 §3.2.4], the 
more specialized for wind towers provisions of [GL Wind 2003 IV - Parti §4.4.3.3] 
should be applied. 
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2.7 Seismic design example 

The tower of the previous presented example will be analyzed for seismic loading. 
At first, an eigenvalue analysis has to be performed. Using the results of the 
eigenvalue analysis, and the design spectrum, a response spectrum analysis follows 
for the evaluation of the stress-state of the tower for the earthquake loads. 

2.7.1 Eigenvalue analysis 

The governing eigenfrequencies for each model and for mass at the tower top are 
presented in Table 2 and Figures 13 & 14: 



Figure 13. FE Model: Mode shapes 




Figure 14. Linear Model: Mode shapes 
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Table 2. Eigenfrequencies (FE model & Linear model) 


Dynamic characteristics 


FE Model 


Linear Model 


k=15400 


k=14950 


k=15400 


k=14950 


1st eigen frequency 


0,357 


0,357 


0,324 


0,322 


3rd eigen frequency 


2,820 


2,822 


2,626 


2,610 


9 th eigen frequency 


7,520 


7,490 


7,850 


7,833 



2.7.2 Response Spectrum analysis 

The Response Spectrum analysis for the tower example, has been performed, as 
presented above, for the following parameters: 

a=0.24,TB=0.10, TO0.40 , yl=1.40 , C=2% 

For the assessment of the effects due to the combination of the components of the 
seismic action, the SRSS procedure was adopted. 

The total participating mass, not considering the contribution of the foundation, is 
about 93% in all directions. The governing eigenvalues are as follows: 

Direction X: 1st: 61,7% 3rd: 14,9% 5th: 4,9% 

Direction Y: 2nd: 67,2%, 4th: 16,3%, 6th: 6,0% 

The maximum seismic displacement at the top of the tower is 0,53m. The total shear 
[V] and overturning moment [M] at the tower base are: 

V=499,33kN , M=25 . 449,32 kNm 

which correspond to approximately 30% of the relevant values of the extreme wind 
load combination. 

The dominant stress components for the seismic loading are the meridional ones. 
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The critical loading for the tower design is the extreme wind loading. In the example 
above, the seismic loading leads to a stress-state of about 30% of the corresponding 
one extreme wind loading. 




Figure 15. Displacements, von Mises stresses and compressive circumferential 
stresses (seismic loading - spectrum analysis) 



3. Buckling capacity of the tower 

3.1 Geometrical imperfections. [EC 3-1-6] specifications 

The effects of geometrical imperfections on the tower are being investigated, as 
proposed by EC-3-1-6 by means of linear buckling analysis (LBA) and geometrical 
& material non-linear analysis with imperfections (GMNIA). Finally, the design of 
the tower by the three methods proposed by EC3-1-6 is attempted. 
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As proposed by EC3-1-6, there are three fabrication classes in the production: 

Class A: Excellent 

Class B: High 

Class C: Normal 

The main types of imperfections proposed by EC3-1-6 are classified as follows: 

3.1.1 Out-of-roundness tolerance 

The out-of-roundness tolerance is determined in terms of the parameter Ur: 





a) flarteniiisz 



b) unsymuretrical 



Figure 16. Out-of-roundness tolerance 



Ur 



d max - d min 
dnom 



where: 

dmax and dmin are the maximum and minimum measured internal diameters 
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dnom is the nominal internal diameter 

The recommended values for the of-roundness tolerances are given in Table 3 
derived by [EN 3-1-6 Table 8.1]. 



Table 3. Out-of-roundness tolerance parameter Ur,max 


Fabrication 

tolerance 

class 


Diam. range 


d < 0,50m 


0,50m<d< 1,25m 


1,25m <d 


Description 


Value of Ur,max 


Class A 


Excellent 


0,014 


0,007+0,0093- 1,25-d) 


0,007 


Class B 


High 


0,020 


0,007+0,0133- 1,25-d) 


0,10 


Class C 


Normal 


0,030 


0,007+0,0300- 1,25-d) 


0,015 



3.1.2 Dimple tolerances 

A dimple measurement gauge should be used in every position for both the 
meridional and circumferential directions (see Figure 17.). The dimple tolerance 
parameter is given by the formula: 



U n 



SrO 



I. 



The recommended values for the relevant fabrication classes are given in Table 4 as 
derived by [EN 3-1-6 Table 8.4]: 
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Table 4. Dimple tolerance parameter U,- max 


Fabrication tolerance quality 
class 


Description 


Value of U„ -max 


Class A 


Excellent 


0,006 


Class B 


High 


0,010 


Class C 


Normal 


0,016 




Figure 17. Dimple tolerances 



3.1.3 Accidental eccentricity imperfections 



Those are imperfections in which two jointed parts are placed accidentally so their 
theoretical mid-plane axes are not continuous as in the theoretical model, but having 
a specific eccentricity (see Figure 18). The values for the maximum allowable 
eccentricity for each fabrication class are given in Table 5, as derived by [EN 3-1-6 
Table 8.2]: 
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Figure 18. Accidental eccentricity and intended offset at a joint 



Table 5. Accidental eccentricities e amax 


Fabrication tolerance quality 
class 


Description 


Maximum permitted 
accidental eccentricity 


Class A 


Excellent 


e a < 2mm 


Class B 


High 


e a < 3mm 


Class C 


Normal 


e a < 4mm 



3.2 Impact of the imperfections to the resistance of the tower 

The investigation of the effects of the various types of imperfections to the resistance 
of the tower requires the introduction of the imperfect geometry to the calculation 
model. To this end, the steps below have been followed : 

• An analytical Finite Element model for the whole structure (perfect 
geometry) was built. 

• Buckling analysis for the perfect geometry model was performed 



The fabrication tolerances to the Finite Element model, leading thus to an 
imperfect geometry model were introduced 
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• Buckling analysis for the imperfect geometry model was performed 

• The analysis results were compared to each other 

3.3 Buckling analysis for the perfect shell 

A linear buckling analysis (LBA) is performed to the perfect shell for the extreme 
wind load combination [l,OG+l,50W]. The first 10 buckling eigenvalues are 
calculated, as presented in Figure 19. The linear buckling eigenvalues represent the 
factors [r Rcr ] determined by the expression: 

r Rcr = FRk/FEd 

where [F Ed ] represents the design loads and [F Ed ] the characteristic buckling 
resistance, at the bifurcation point. 
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Figure 19. Eigenmodes [l]-=-[5], [7], [8], [10] (positive) & [6], [9] (negative) 



All buckling eigenvalues are located to the upper part of the tower. Eigenvalues [6] 
& [9] are negative, and therefore, they correspond to the reverse load direction. 
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3.4. Introduction of the imperfections to the FE model 

3.4.1 Out of-roundness imperfections 

The introduction of the out-of-roundness imperfections to the Finite Element model 
is achieved by the enforcement of the nodes of the perfect geometry structure to the 
desired positions, by means of appropriately defined constraints. At a next stage, the 
nodal displacements are added to the initial node coordinates, producing thus the 
imperfect shape of the shell. 

For the specific case at hand, the circular cross-sections of the tower have to be 
ovalized, that means that they must be transformed into egg-type shapes, having the 
maximum diameter perpendicular to the load direction, so that the maximum radius 
of curvature on the expectant buckling position of the shell is attained. 

The application of a sinusoidal variated constraint to all nodes of the shell has been 
adopted as the most suitable method to accomplish the above deformation of the 
cross-sections. This constraint function forces the nodes to reach the minimum axis 
of the section [dmin] at positions 0=0° & 6=180° and the maximum axis [dmax] at 
0=90° & 6=270° (see Figure 20). 



Constrain! function 




Figure 20. Constraint function and deformed shape of the tower section 



Four computational models have been built for the comparison: 

• Perfect shell 

• Imperfect shell - Class A fabrication tolerances 



Topics on the Design of Tubular Steel Wind Turbine Towers 



283 



Imperfect shell - Class B fabrication tolerances 
Imperfect shell - Class C fabrication tolerances 



Table 6. Buckling eigenvalues [r Rcr ] 


Eigenmode 


[1] 


[2] 


[3] 


[4] 


[5] 


[6] 


[7] 


[8] 


[9] 


[10] 


Eigenvalue 


3.44 


3.53 


3.57 


3.60 


3.62 


-3.65 


3.66 


3.69 


-3.72 


3.73 



A linear buckling analysis is next performed for the four models and the first 5 
eigenvalues are compared to the one corresponding of the perfect shell. As it is 
demonstrated in Table 7, the buckling eigenvectors of the perfect and imperfect shell 
configurations are almost identical, the deviations being insignificant. 

3.4.2 Eccentricity imperfections 

Accidental eccentricity imperfections can be introduced to the Finite Element model 
by the application of a rigid offset to the elements. It is obvious that the application of 
this deformation to the entire tower shell is meaningless, since this will practically 
eliminate the imperfections. Therefore, a specific course (or a group of non-adjacent 
courses) must be selected for the application of the rigid offset to the elements. In the 
case under consideration, courses on which the first buckling eigenvalues appear for 
the perfect shell, are selected (see Figure 21). 




Figure 21. Perfect shell (left), Shell with accidental eccentricity 
(right) 
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As demonstrated in Table 6 there is no notable difference between the 5 first 
eigenvalues. By the comparison of the eigenmodes though, it is evident that, in 
contradiction to the restriction of the perfect model buckling within the specific 
course, the corresponding imperfect models present a propagation of the buckling to 
the neighboring courses (see Figure 23). 



3.4.3 Dimple imperfections 

The introduction of the dimple imperfections to the Finite Element model is a rather 
laborious task, due to the fact that, having by nature a random distribution, they can 




Figure 22. Dimples generated from the 1 st eigenmode of the perfect 
shell (magnified) 

appear anywhere along the tower body. 



Hence, an approach analogous to the one described in §3.4.2 is performed and 
specifically, a dimple imperfection in the position where the 1 st eigenmode occurs in 
the perfect shell will be generated (Figure 22). 

For this scope, the following procedure are carried out: 

• A buckling analysis on the perfect shell is executed 

• The 1st buckling eigenmode is examined 
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• The length of main dimple on the 1 st buckling eigenmode is measured 

• The 1st buckling eigenmode is multiplied by a factor, in order to 
accomplish the dimple tolerance parameter suitable for each fabrication 
class 

• Multiplied nodal displacements is added to the node coordinates 

• A buckling analysis of the imperfect structure is performed 
The comparison of results is given in Table 7. 



Table 7. Dimple imperfections - Buckling eigenvalues [r Rcr ] 


Eigen 
mode 


Perfect 
shell 


Class A 
imperfection 


Class B 
imperfection 


Class C 
imperfection 


[1] 


3.44 


3.42 


3.40 


3.36 


[2] 


3.53 


3.53 


3.52 


3.47 


[3] 


3.57 


3.57 


3.57 


3.57 


[4] 


3.60 


3.59 


3.57 


3.57 


[5] 


3.62 


3.62 


3.62 


3.62 



JLJL-L 



Figure 23. 1 st buckling eigenmode - Perfect shell and fabrication classes A, B, C 
dimple imperfect shells (perfect shell & fabrication classes A,B,C) 
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3.5 Assessment of the limit load for the tower 

The bifurcation load factor for the perfect shell is derived from the Linear Buckling 
Analysis (LBA) and equals to: r Rcr = 3.44. Similarly, the limit load factor is 
determined by an iterative Geometrically and Materially Nonlinear Analysis, by 
means of step-by-step increments of the wind load, until the collapse of the structure. 
It is underlined that for the model under consideration, the unilateral contact 
conditions are removed and the contact of the foundation base to the ground is 
considered as bilateral elastic. This is an inevitable intervention, in order to prevent 




Figure 24. Shell buckling in the vicinity of the door opening 
(plasticized areas marked as white) 

the overturning of the tower as a whole, before it reaches the buckling or plastic limit 
state (even for the design combination: [G+1.5W] there is a 40% uplift of the 
foundation). 

Having in mind that the specific approach requires a significant computational effort, 
only three of the various cases are investigated: 

Case [1] : Shell with Class B out-of-roundness tolerances, globally to the tower 

Case [2] : Shell with Class B dimple tolerances, to the location of the 1 st eigenmode 

Case [3] :Perfect shell 
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Figure 25. Shell buckling on flange position (arrows indicate the material 
yielding zones) 



Case [1]: The procedure diverged for a characteristic resistance ratio (limit load 
factor): r^ = 1,95, which corresponds to the load combination: [1.0*G+2.05*W]. 
The failure of the structure was due to the buckling at the location of the door, 
induced by the excessive incremental displacements. As shown in Figures 24 , 25 the 
buckling of the shell takes place at the material yielding zones, when the modulus of 
Elasticity was significantly reduced. In other words, the shell has entered into the 
plastic state, before reaching the bifurcation point. In addition, shell buckling occurs 
at the vicinity of the flanges, due to the presence of high circumferential stresses, in 
conjunction with the meridional ones. 

Case [2]: Despite the fact that the dimple imperfection has been introduced to the 
location of the 1st buckling eigenmode, the shell eventually has buckled around the 
door opening, for the same reason as in Case [1]. The characteristic resistance ratio 
was found in this case equal to: r^ = 2,05. 

Case [3]: The analysis for the perfect shell results in an identical limit load factor: 
rRk = 2,05. 
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3.6 Buckling analysis according to [EC 3-1-6] 

Code [EC 3-1-6] refers to three distinguished calculating procedures for the buckling 
assessment of the tower: 

3.6.1 Design by global numerical analysis using GMNIA analysis [EC3-1-6 

§8.7] 

This is without doubt the most advanced design procedure suggested by the 
Eurocode. The imperfect elastic -plastic buckling resistance ratio [r R , GMN1A ] represents 
the load factor, derived as the lowest value obtained by the use of the criteria CI, C2 
and C3, as follows: 

Criterion CI: The maximum load factor on the load-deformation load (limit load) 

Criterion C2: The bifurcation load factor, where this occurs during the loading path 
before reaching the limit point of the load-deformation curve 

Criterion C3: The largest tolerable deformation, where this occurs during the loading 
path before reaching a bifurcation load or a limit load. But since no data have been 
supplied by the manufacturer for the investigation of [C3] and therefore this check 
will be omitted at this stage. 

The characteristic buckling resistance ratio for the tower under consideration is found 
equal to: r OM NiA= E95. 

The calibration factor: Icgmnja varies within the range: 0.8 < Icgmnia < 1-2- Since no 
specific data is available, the most unfavorable value is adopted: Icgmn^ = 0.80. 

Substituting the values, it is verified that the design buckling resistance ratio satisfies 
the condition: 



k GMNIA- r GMNIA _ 0,80 » 1,95 



1,42 > 1,00 
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3.6.2 Design by global numerical analysis using MNA and LBA analyses (as 
proposed by [EC3-1-6 §8.6]) 

The characteristic buckling resistance ratio for the perfect shell, is estimated by the 
[MNA] analysis: rRk = 2.05. 

The overall buckling reduction factor [xov] is a function of the parameters: 
Zov = f (J-ov ' Kvfi ' r ov ' Pov > n ov ) . as determined in [EC 3- 1 -6 Annex D § 1 .2.2] : 
Xov,0 = 0,20 [3ov = 0,60 nov = 1 ,00 

0.62 



r„.. = a 



1 1 + {1.9V Qf M *(r/t)°> 12 



Introducing the appropriate values of the parameters, [/] is obtained by the formulas 
of [EC 3-1-6 §8.5.2.2]: X ov = 0,71 

After substitution, it is verified that the design buckling resistance ratio satisfies the 
condition: 

i^i. 071^05, U2>100 

3.6.3 Stress design to [EC3-1-6 §8.5] 

The buckling check of the shell according to the stress design method was attempted 
and the results of the calculations are presented in Table 8 (the combined check was 
not carried out). 



As illustrated in this specific case, this method leads inevitably to the installation of 
stiffening rings. Taking for example the relevant formulas (see [EC 3-1-6 Annex D]), 
in the case of long cylinders: 
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0,275 + 2,03* 



C B 



The critical circumferential buckling stress [oe,Rci] is diminished for a given 
significant magnitude of the length between boundaries (flanges, stiffening rings or 
base support), resulting thus in unacceptable shell plate thicknesses. 



This noteworthy deviation of the stress design method from the previously 
mentioned global numerical analyses should be imputed to the fact that the buckling 



Table 8. Stress design 


Courses 


L 


^mean 


T 

x mean 


G x ,Rd 1 °X.Ed 


Ge.Rd / °e,Ed 


Oi,Rd / CJ Ti Ed 


Lower 


21.500 


2.064 


24,7 


236 / 327 


13,7/55,0 


103/57,0 


Middle 


26.395 


1.850 


18,5 


208 / 304 


7,60 / 62,0 


74,0 / 8,0 


Upper 


27.425 


1.603 


13,6 


186/253 


4,95/68,0 


55,0/8,0 



check along the boundaries is excluded only for the combined compression and not 
for the meridional, circumferential and shear components although, as demonstrated 
by the [LBA] buckling analysis, no eigenvector is reported there, even to the 
imperfect shell. Thus, the high intensity design stresses at the vicinity of the 
boundaries (see Figure 26), combined with the restricted values of the buckling 
resistance stresses, when no intermediate stiffeners are used, results in low strength to 
design load ratios of questionable reliability. 
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3.7 Concluding remarks 

The results form the [LB A] analyses, considering elastic behavior of the structure for 
the perfect shell and the various types of imperfections, the influence of the 
imperfections, as described in [EC 3-1-6], is not significant to the buckling resistance 
of the tower. 

On the other hand, the results from the limit load analyses indicate that the tower has 
been designed to reach the plastic limit load before approaching the bifurcation point. 
The collapse is induced by the shell buckling at the material yielding zones, where 
the plasticizing von Mises stresses are components of the compressive meridional 
and circumferential stresses. 

The preferable method for the design of the tower against buckling deems to be the 
global numerical analysis using [LB A] and [MNA] analyses, according to [EC 3-1-6 
§8.6]. In this case the imperfections are introduced indirectly, by the employment of 
the overall elastic imperfection factor [r Rov ]. 

The global numerical analysis using [GMNIA] analysis design according to [EC 3-1- 
6 §8.7] is more straightforward, but at the same time it is proved to be more tedious 
and requires an in-depth knowledge of the applicable imperfections and the 
calibration factor [Icgmnia]- 

The stress design procedure of [EC 3-1-6 §8.5] results in rather conservative values, 
especially considering the circumferential stresses. The use of stiffening rings for this 
type of analysis is inevitable. 





Figure 26. Compressive circumferential stresses at the vicinity of the flanges and 

the door opening 
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6. Conclusions 

A wind turbine tower is designed mainly for extreme wind loading. Seismic loading 
must also be examined when the wind park is located in a seismic hazardous area. 
Although the calculation can be performed even by hand, or using simple linear 
computer models, an analytic FE model and advanced analysis procedures (LBA, 
GMNIA) give to the designer the whole picture about the stress state at every point 
of the structure, minimizing the assumptions that engineers need to make when 
transfering the actual structure into a computer model. On the other hand, the use of 
such advanced analyses, permits to the engineer to design the tower according to 
Eurocodes without the use of stiffeners, while the use of the simplified design 
procedure on Eurocodes leads to conservative results. 
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1 Introduction and background 

The Wind Energy Roadmap for the European Union was published by the 
European Commission on Oct. 7th, 2009, in the framework of its Communication 
of Financing Low Carbon Technologies. Following its publication, the roadmap 
was officially presented and discussed at the Strategic Energy Technology Plan 
(SET-Plan) workshop, held in Stockholm on October 21st and 22nd 2009, and 
organised by the European Commission and the Swedish Energy Agency. 

The roadmap is set to become one of the most important instruments for the 
development of wind power in the 2010-2020 period and will play a key-role in 
fighting climate change and in helping EU Member States to meet the 2020 
targets identified by the new RES directive (approved in December 2008), by 
achieving the following goals: 

- A wind energy penetration level of 20% in 2020 

- Onshore wind power fully competitive in 2020 

- 250.000 new skilled jobs created in the EU by the wind energy sector in the 
2010 -2020 period 

The roadmap which has a total budget of € 6 bn (private and public resources) 
is a long term programme for increasing and coordinating the funding of wind 
energy R&D, so as to ensure its quick development and deployment in the EU. It 
focuses on the following key areas: 

- New turbines and components 

- Offshore technology 

- Grid integration 

- Resource assessment and spatial planning 
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The implementation will require a yearly investment of public and private 
investment of € 600 m , up from € 383 m in 2007. The roadmap is expected to be 
launched in 2010, after having been endorsed by the EU council. It originates 
from the European Wind Initiative (EWI), one of the industrial initiatives pro- 
posed by the EC in its SET-Plan, published in November 2007. 

The EWI was developed by the European Wind Energy Technology Platform 
(TPWind) in cooperation with the European Commission and EU Member States 
and was therefore the result of a shared and concerted process. It was finalized in 
the summer of 2009 and submitted to the EC, which published as the Wind Energy 
Roadmap. 

As requested by the SET-Plan high level Steering Group, TPWind has de- 
veloped its implementation plan for the first three years (i.e. 2010 - 2012). As 
stated by the SET-Plan secretariat document from Dec. 14th 2009, the imple- 
mentation path should cover the first 3-year period and will be revised every year, 
thus becoming rolling out programmes. The following elements should be in- 
cluded: 

- Taking into account the present technology and projects financed by the EU 
and Member States, identifying the priority actions to move towards the 
objective/milestone 

- Estimate the budgets, the European added- value of the actions and the risk 
involved by the different actions 

- Identify the existing available public and private financial sources 

- Identify the needed actors and potential countries to finance the actions 

- Define Key Performance Indicators 

- Estimate the contribution of the identified priority actions towards the 2020 
objectives/milestones; 

- Identify possible links with joined programmes of the European Education 
and Research Area (EERA). 



1.1 European and world energy scenario 

The worldwide energy scenario is represented in Figures 1 and 2 which show the 
global annual wind power installed capacity in the period 1996-2008 and the annual 
wind power capacity installed by region, respectively. 
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Figure 1. Global annual wind power installed capacity, 1996-2008. (Source: GWEC 2008). 



Wind power is the fastest growing power generation technology in the EU with 
more than 35% of all new energy installations in 2008. And it is also interesting to 
note from Figure 2 that European wind energy installation has been leading the 
global installation since 2003. 

Figure 3 shows that in 2008 wind energy installation was definitely domi- 
nating other energy sources. Indeed, only in this year, upon a total installed 
capacity of 23851 GW in Europe, approximately one third was represented by 
wind energy. Almost 8.9 GW of new wind turbines installed in 2008 brought 
European wind power generation capacity up to nearly 66 GW. Another prom- 
ising sign, see Figure 4, is the diversification of the European market. 2008, in 
fact, saw a much more balanced expansion with not negligible contributions given 
by Italy, France and the UK. 



ANNUAL INSTALLED CAPACITY BY REGION 2003-2008 
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Figure 2. Annual wind power installed capacity by region, 2003-2008. (Source: GWEC 

2008). 
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However, Germany continues to be Europe's leading market, both in terms of 
new and total installed capacity. To confirm this, Figure 4 shows that over 1.6 GW 
of new capacity was installed in 2008, brought the total German capacity up to 
nearly 24GW. 
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Figure 3. New power capacity installed in Europe in 2008. (Source: EWEA 2008). 



As reported in the Global Wind Report (2008), it is also worth mentioning that 
among the growing European markets in 2008 Italy experienced a significant leap: 
over 1 GW of new wind turbines came on line in 2008, bringing the total installed 
capacity up to 3.7 GW. 

A more detailed map about the cumulative installed capacity State by State is 
given in Figure 5 
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TOP 10 TOTAL INSTALLED CAPACITY 2008 



TOP 10 NEW CAPACITY 2008 
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Figure 4. Top 10 global capacity installed, total and 2008. (Source: GWEC 2008). 



Table 1. European wind power capacity. 



Installed in 2008 Cumulative, end of 2008 



Total EU-27 
(of which Offshore) 



8484MW 

357MW 



64 935MW 
1471MW 
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Wind power installed in Europe 
by end of 2008 (cumulative) 




Figure 5. State by state cumulative installed capacity at the end of 2008. (Source: EWEA 

2008). 



As shown in Table 1, at the end of 2008, there were 65 GW of wind power 
capacity installed in the EU-27 producing 142 TWh hours of electricity which 
satisfies 4.2% of the whole EU electricity demand. This means that at that time 
offshore wind energy was able to satisfy only 0.1% of the whole EU demand. This 
datum makes more understandable how challenging are the targets fixed by EU 
shortly recalled in the next section. 

In 2008 US wind industry was able to install 65 GW marking an increase in 
generating capacity of 50% in a single calendar year. The 2008 US growth 
represented about 42% of new electricity generating capacity added in the United 
States during the year, establishing wind as a mainstream energy source for the 
country, second only to natural gas in new generating capacity. US total wind 
generating capacity on 2008 was more than 25.17GW, producing enough elec- 
tricity to power the equivalent of close to 7 million households and to meet over 
1% of total US electricity demand. 
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1.2 Short and long term objectives 

Focusing on the European situation, in the Strategic Research Agenda (SRA) - a 
document prepared by the Wind Technological Platform (TPWind) in 2008 - fun- 
damental objectives in matter of wind energy development have been fixed. They 
are divided into: 

- Short term targets: within 2020 reduction of greenhouse gas emission by 
20% and ensure 20% of renewable energy sources in the EU 

- Long term targets: "decarbonization", 60 - 80% reduction of the green- 
house gas emission 

To meet the 2020 targets, among many other research lines, for the European 
Commission it is imperative to: "Double the power generation capacity of the 
largest wind turbines, with offshore wind as the lead application". In particular for 
offshore wind, the Strategic Research Agenda establishes the following special 
objectives to be achieved within 2030: 

- More than 10% of Europe's electricity should come from offshore wind 

- Make the offshore generating costs competitive with other sources of power 
generation 

- Commercially mature technology for sites at any distance from shore with a 
water depth up to 50m 

- Full-scale proven technology to dominate deep-water sites 

Moreover, together with the above targets, five research topics have been 
prioritized: 

- Substructures 

- Assembly, installation and decommissioning 

- Electrical infrastructure 

- Turbines 

- Operations and maintenance 

With respect to on land standard design, offshore environment does introduce 
significant additional elements which have to be carefully considered especially in 
designing the support structures. Knowledge about modeling the wind and rotor 
aerodynamics developed for onshore sites are generally enough and do not need 
deep changes when moving in the offshore environment. Some adjustments are just 
due to the different wind characterizing offshore sites. Figure 6 gives an example of 
different wind shears for on- and off-shore sites, respectively. 

On the contrary, for offshore plants, the concept of support structure has to be 
entirely rearranged. For this reason research on the substructure is always prioritized 
both directly, by improving the technology itself, and indirectly, that is by devel- 
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oping more accurate models to estimate the combined wind-waves actions. In fact, 
in addition to the previous research topics, the Strategic Research Agenda focuses 
also on the following themes: 

- Development of fully integrated wind-wave-current interaction models 

- Development of new substructure concepts 

- Development of improved design methodologies to extend the life of 
structures, to reduce costs and to incorporate risk based life-cycle ap- 
proaches 
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Figure 6. Logarithmic profiles of increasing wind speed with height for typical land at 
offshore sites. Figure from Hau (2006). 



Consider that only the substructure represents approximately 25% of the whole 
investment and as forces (and somehow costs) used to dimension the substructure 
increase with the square of wind/water velocity, then it appears clear the importance 
of accurate models for loads prediction. 

The objectives described above for wind energy development are based on the 
central fact that Europe has a remarkable wind potential. Figure 7 shows the map of 
onshore wind potential. Considering that the minimum value of the mean wind 
speed to make cost-effective a wind power plant is approximately 4 m/s it results 
that most of the European areas possess a wind energy potential. 

While the offshore potential is depicted in Figure 8 which shows that in addition 
to the North and Baltic Seas, also some Mediterranean areas, for example between 
Greek and Italian coasts, the wind resource can be exploited. 
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1.3 General nomenclature 

Before entering further the topic of this chapter, it would be useful to provide 
some general terminology. Figures 9 and 10 make this task much easier. Figure 9 
in particular shows essential components of the upper part of the wind turbine, it 
depicts an onshore case with a superficial foundation. On the contrary, Figure 10 
provides more details about the substructure which is defined as the structural 
subpart included between the sea bed and the platform. 
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Figure 7. Onshore potential. European Wind Atlas. Copyright 1989 by Ris0 National 
Laboratory, Roskilde, Denmark 
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Figure 8. Offshore potential. European Wind Atlas. Copyright 1989 by Riso National 
Laboratory, Roskilde, Denmark. 
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Figure 9. Main components of an horizontal axis wind turbine. Figure from Hau (2006). 



306 



C. Borri et al. 




Figure 10. Main components of the support structure of an horizontal axis offshore wind 
turbine. Figure from IEC61400-3 [2]. 



2 Static and dynamic analyses 



2.1 Site-Classification 

Wind turbines design is mainly regulated by the international Codes such as, for 
example, the IEC 61400-1 or the DIBt and so on. In any case the installation of a 
wind turbine in a specific country cannot be performed regardless of the structural 
Code relative that country itself. In effect the modern structural Codes, such as for 
example the Eurocodes, allow the designer to take into consideration the wind 
actions on the structure by means of a macro-site classification. In this respect they 
provide a reference wind speed, depending on the position and on the orography of 
the site and also a wind profile law, useful to evaluate the reference wind speed at the 
hub height. 
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In general the design wind speed of the wind turbine (which has been chosen 
according to the IEC 61400-1 specific class) should satisfy also the wind conditions 
provided by the National Code for the specific site. 

In applying these last instructions there is often the problem connected to the 
estimation of the topography coefficient, which is the responsible of the local wind 
speed amplification which may occur in a specific site. In this respect modern Codes 
permit to the designer to choose a different reference wind speed, for the specific 
site, in the case where a set of local measurements allow the evaluation of the actual 
wind conditions for the place where the WEC has to be built. 

Hence, in general, the site classification is everywhere one of the most important 
phase in the planning of a wind park, because, based on a short or long term wind 
speed measurement campaign, it allows the following steps: 

- Assessment of the specific wind conditions and determination of the energy 
yield for a planned wind farm 

- Choice of the most suitable wind turbine for the planned wind farm 

- Optimization of the WECs position inside the wind farm area 

- Evaluation of the extreme wind condition in the WECs positions 

- Check of the design parameters relative to the chosen WEC with respect to 
the measured site conditions and to the National Code instructions 

The wind resource measurement can be performed by means of the installation, 
on site, of one or more masts on which a couple of anemometer are mounted to- 
gether with a data recorder. The main purpose is the correlation of the data set 
provided by the anemometer on site with the long term measurement provided by 
some meteorological station present in the vicinity of the wind park area. 

In order to achieve this task it is necessary that the measurement period on site 
would be at least 6 months, even if the more data is possible to obtain from the site 
measurements the more confidence there will be in the correlation. 

Data collected on site should be correlated, by considering 12 30° degree sectors, 
with the measurement obtained, for the same period, at the meteorological station. In 
this way it is possible to evaluate a correction factor to be applied to the long term 
measurement in order to estimate the wind resource properties with a certain return 
period. Moreover, more sophisticated techniques are able to improve this process by 
taking into consideration of the site orography and of the terrain roughness (e.g., see 
Figure 11). 
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Figure 11. Digital model of the terrain. 



These methods, such as for example WASP or CFD methods, allow the estima- 
tion of the wind resource at the actual position of the wind turbine. The on site 
measurements will allow also the estimation of the reference wind speed at the hub 
height. In any case, especially when the on site measurements cover a short time 
period, it is necessary to make use of some well known long term distribution and 
applying them a few appropriate correction factors in order to consider the uncer- 
tainties in the measurements. This last analysis should lead to the determination of a 
table, for the whole wind park, useful to the characterization every WEC position 
from a point of view of the structural design (cfr Table II. 1 below). 



Table 2. Typical classification of the WECs positions. 



WEC ID 



V re f 

[m/s] 



v 

v ave 

[m/s] 



[%] 



al 



Il5 
[%] 



Class 
[IEC] 



W01 



38.5 



6.2 



10.3 



3.2 



15.1 



Ha 



The table above should permit to initially estimate the WEC type suitable for the 
specific site and the V re f parameter can be used to compare the classification pro- 
vided both from the IEC 61400-1 and from the National Code instructions. In 
general, provided that the reference wind speed obtained from measurements on site 
should be the most reliable datum, then every design process and consideration 
should be based on it. 



2.2 Modeling for static and dynamic analysis 

Together with the general motivations regarding the global need in boosting wind 
energy production, nowadays research on (offshore) wind turbines is also desirable 
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because it is crucial to get more and more reliable simulations. 

Wind turbines are very sophisticated system and can be only analyzed by 
adopting multi-physic models. There are four coupled disciplines involved: aero- 
dynamics, structural dynamics, hydrodynamics, soil dynamics. Each of them relates 
to the rotor, the tower, the substructure and the foundation, respectively. Figure 12 
tries to sketch this concept, indeed, moving from right to left, the four isolated 
subjects are applied to the four main parts of an offshore wind turbine and thus 
coupled into a unique system which should render the reality as much as possible. 
The more general case of offshore wind energy converters is here discussed as the 
same concepts apply also to onshore installations with the obvious simplification of 
dropping the hydrodynamic model. 



-»( Aerodynamics J 




( fr'oundalion p - 
Coupled System 



Structural 

dynamics 



->{ Hydrodynamics) 
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Figure 12. Multi-physic coupled system. 



The current standard technique to analyze and design offshore wind turbines 
starts by collecting the system and environmental variables so that it is possible to 
provide input data to set up the numerical model. Environmental analysis has the 
primary goal of assessing design loads. 



2.3 Design loads 

Loads acting on wind turbines mostly stem from: 

- rotor aerodynamics; 

- gravitational and inertial forces; 

- control system; 
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Modern turbine rotor blades are getting larger and larger and this gives rise to an 
increase of the dimensions of all others structural components (e.g. the tower 
height). Larger dimensions cause, in their turn, an augmentation of dead weight 
(gravitational loading), inertial forces and last but not least the effects of unsteady 
turbulent wind becomes more and more evident. Today some standard load as- 
sumptions are provided by IEC61400-1 and IEC61400-3, where wind turbines are 
divided in four classes with respect to the design wind conditions. Parameters in- 
dentifying the classes are: the reference wind speed and the expected value of the 
turbulence intensity. Much attention must be paid to the reference wind speed, in 
fact if a turbine belongs to a specific wind turbine class with a reference wind speed 
V re f, it is designed to withstand climates for which the extreme 10 min average wind 
speed with a recurrence period of 50 years at the hub height is lower than or equal to 
V^. Design Load Case (DLC) are subsequently defined by combining: 

- normal design situations and appropriate normal or extreme external con- 
ditions 

- fault design situations and appropriate external conditions 

- transportation, installation and maintenance design situations and appro- 
priate external conditions 

It is worth pointing out that all structural and mechanical components are re- 
quired to resist both ultimate ad fatigue loads. While the design of tower and 
foundation is governed by the ultimate load cases, the rotor and the blades are 
designed by the fatigue load cases. To each DLC it is assigned a specific type of 
analysis denoted by U (Ultimate), F (Fatigue). Ultimate analysis are moreover 
distinguished in Normal (N) or Abnormal (A) and consequently partial safety fac- 
tors (psf) are assigned as 1.35 for N, 1.1 for A situations. All fatigue design 
situations assume 1 .0 as psf. The latter is rather a sensitive issue in the current design 
practice because IEC psf could be different compared with those imposed by na- 
tional standards. 

Once the DLCs are known the next step deals with the computation of internal 
forces. Depending upon the analysis to be carried out different load inputs are 
needed (wind speed time history or turbulence spectrum), then, after aerodynamic 
simulations coupled with structural solvers the system response is found and all the 
structural verifications can be performed. 

As already mentioned wind turbines design is mainly regulated by the interna- 
tional Codes such as, for example, the IEC 61400-1 or the DIBt and so on. In any 
case the installation of a wind turbine in a specific country cannot be performed 
regardless of the structural Code relative that country itself. In effect modern struc- 
tural Codes, such as for example the Eurocodes, allow the designer to take into 
consideration of the wind actions on the structure by means of a macro-site classi- 
fication. In this respect they provide a reference wind speed, depending on the 
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position and on the orography of the site and also a wind profile law, useful to 
evaluate the reference wind speed at the hub height 

In addition to loads above discussed for onshore wind turbines, the offshore 
environment provides forces stemming from: 

- Waves 

- Currents 

- Tides 

An idea about the ultimate (U) and fatigue (F) load conditions that an offshore 
wind turbine is required to withstand is given in Figure 13. 
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Figure 13. The two main failure conditions that offshore wind turbines may experience. 



Fatigue limit state conditions are usually reached when the turbine is in opera- 
tion: a turbulent wind model is reproduced with mean value falling between the 
cut-in and cut-out wind speed limits. It is reasonable to assume that such wind 
conditions generate irregular sea state so that waves can be assumed linear and their 
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superposition is allowed by using standard spectra. In this case, in fact, hydrody- 
namic forces are computed by means of Morison's equation. 

On the contrary, for ultimate failure conditions more representative model are 
required in order to capture the nonlinear contribution of extreme waves. Pheno- 
menal sea state generated by 50-year return period wind speed may contain some 
very steep waves which can break against wind turbine substructures. In these 
extreme circumstances adequate models capable of capturing the impulsive contri- 
bution of such loads have to be employed. 

According to IEC61400-1 and IEC61400-3, other loads such as wake loads, 
impact loads, ice loads, etc., may occur and shall be included. However in this 
context the focus is on wind and wave loads. 

2.4 Aerodynamic loads 

The primary goal of wind turbines is to subtract kinetic energy from the wind to 
transform it first into mechanical energy and then into electrical energy. The con- 
version of the wind kinetic energy into mechanical energy takes place when the air 
flows through the rotor disc. Given the upstream air flow velocity it is possible to 
calculate both the velocity at the rotor disc and in the wake, provided that the so 
called axial flow induction factor a is known. 

The maximum achievable value of power coefficient is known as Betz's limit 
and represents only a theoretical value. To calculate the torque and power developed 
by the rotor a more sophisticated model involving lift and drag forces on the blades 
is adopted. To this aim first the axial wind velocity at the disc is composed with the 
tangential velocity which depends on the rotor angular velocity as well as on the 
tangential flow induction factor a', then, given the aerodynamic coefficients of the 
blades for each elemental segment of the blade, it is possible to compute the drag and 
lift forces. 

An iterative procedure permits to calculate the induction factors a and a' which 
finally lead to know the torque and, as a consequence, the power developed by the 
rotor. The power developed divided by the maximum available power gives the 
expression of the power coefficient C p . 

The method above outlined is referred to as Blade Element Momentum theory 
(BEM) and it requires two corrections which take into account both the real number 
of blades and the case when the momentum theory is no longer allowed. 

Aerodynamic solvers (as the case of AeroDyn, developed at the National 
Renewable Energy Laboratory (NREL), Colorado) implement also the so called 
Generalized Dynamic Wake (GDW) model to compute the aerodynamic forces. 
This theory, also known as the Method of Acceleration Potential, is based on a 
solution of Laplace's equation for potential problems and exhibits some advan- 
tages with respect to the BEM theory as a more general distribution of pressure 
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across the rotor plane is obtained. Details about the GDW theory are available in 
Burton et al. (2001) and Moriarty and Hansen (2005). 

In this context, however, only some key details about the BEM theory are pro- 
vided. Thus, starting with the stream tube concept, see Burton et al. (2001), the total 
force acting at the rotor disc (the thrust) is given as follows 

F d = 2pA d Ula (1 - a) (1) 

where p is the air density, Ad is the disc area, U^o denotes the far upstream wind 
velocity and a is the axial induction factor. 

Thus the power developed is P y i e id — ^*Wd = 2pAdU^ a (1 — a) where the 
velocity at the rotor disc is given as Ud = Uoo (1 — a). It is straightforward now to 
derive the power coefficient defined as the ratio between the extracted power and the 
total available power as follows 



V ield - A„ (1 „\ 2 

^>P^ oo A 



C v = x \*«\ =4a(l-a) 2 (2) 



The above coefficient is maximum when a = 1/3, therefore the maximum 
power coefficient is C pmax = 0.593. The latter is known as Betz's limit and 
represents an ideal value which proves that the maximum exploitable energy 
theoretically equals 60 % of the available power. 

Information about the extractible power as well as about the total axial force 
exerted on the rotor disc when a far field wind velocity U^ is given, although 
useful, are not enough to compute the aerodynamic forces acting on the blades. As 
already said, to this aim the BEM theory is applied as follows. 

Given an elemental blade element, whose cross-section is sketched in Figure 14, 
an air particle past the rotor disc has a tangential velocity U t = 2a'VtR where Vl is 
the angular velocity of the rotor, while a' is the tangential flow induction factor. 
Throughout the rotor disc thickness the tangential velocity of an air particle varies 
from zero (upstream) to 2a'Vtr (downstream), so that in the middle the tangential 
velocity is a' Sir. The latter, together with the tangential velocity of the blades, 
results in a net tangential flow experienced by the blade element equals to 
fir + aTtr — Ur (1 + a'), therefore the total relative velocity Inexperienced by 
the blade is the following 

W = y/u*, (1 - af + tt 2 r 2 (1 + a'f (3) 
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Figure 14. Velocity and forces on a blade element. Wind Energy Handbook, Burton et al. 

(2001). 



Drag and Lift forces 

Once the total velocity W of air particles past the single blade element is known, the 
forces induced on the blade element can be computed by using the aerodynamic 
properties of the blades. Namely, by means of the drag and lift coefficients, Cjj and 
Cl,, respectively, the aerodynamic forces acting on a blade element are 



SD = \ P W 2 cC D 5r 



(4) 



SL = - P W 2 cC L 5r 



(5) 



where Sr denotes an elemental ring belonging to the rotor plane and c is the blade 
chord. Drag and lift forces are then projected on the normal and tangential plane 
with respect to the rotor disc so that the thrust and the torque induced by the blade 
element can be derived. For further details see Burton et al. (2001), Hansen (2008). 



2.5 Wave loads 

Sea waves are traditionally described by both a deterministic approach and a prob- 
abilistic model with respective advantages and disadvantages. For instance, the 
spectral approach permits to describe a random sea but has the drawback that only 
linear wave can be represented and, as a consequence, only forces stemming from 
linear wave theories can be derived. On the contrary, some nonlinearity magnitude 
can be taken into account when deterministic monochromatic wave are used. In 
other words, the two commonly used approaches implement respectively either 

- Regular nonlinear waves, or 

- Irregular linear waves; 
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Fortunately, in most cases the nature of oceans can be very well described by the 
superposition of linear regular waves, and this makes the spectral approach a tool 
extraordinarily effective. In fact, especially for fatigue loading condition, this ap- 
proach fits fairly well the nature of the actions. 

Contrarily, for ultimate failure conditions more representative models are 
required in order to capture the fully nonlinear contribution due to extreme (pos- 
sibly breaking) waves. Figure 1 5 shows the two main approaches which are linked 
each other due to the possibility of superposing single linear waves according to 
the spectral formulation. 

Nowadays, capabilities of modern computers permit to simulate fully nonli- 
near waves without penalizing the total simulation time, thus, whenever the fully 
nonlinear behavior of waves plays a dominant role in designing offshore struc- 
tures, it seems to be opportune to adopt a direct numerical solution of the water 
waves governing equation without introducing any a priori hypotheses, where "a 
priori hypotheses" refers to the magnitude of nonlinearity, rather than to the 
assumptions on the fluid and the flow type. 
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Figure 15. Traditional scheme adopted for describing ocean waves. 



Analytical theories, such as Stokes-2nd and 5th order, fall in the weakly non- 
linear group. In fact what distinguishes weak nonlinearity to the high (or strong) 
nonlinearity is essentially the asymmetry with respect to the vertical axis of the 
free surface. In the weakly nonlinear case only asymmetries with respect to the 
horizontal axis are reproducible: crests become narrower and the trough get wider. 
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Figure 16 presents the conceptual scheme followed when simulating an off- 
shore wind turbine. The environmental analysis provides input data both for the 
hydro-aero-elastic solver. Then, during the simulation, the solver calls (at each 
time step) both the aerodynamic and hydrodynamic solvers to get all the forces 
acting on the system. Such an approach covers most of the Design Load Condi- 
tions recommended by Standards (e.g. IEC61400-3), but cannot take into account 
extreme sea states which can give rise to fully nonlinear waves breaking against 
the substructures. 

According to section 6.4.1.8 of IEC61400-3, impact loads associated with 
plunging breakers have to be taken into account because, as demonstrated in 
Marino (2010), they are crucial when the goal is evaluating the structural safety 
during extreme environmental conditions. 
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Figure 16. Offshore wind turbines simulation scheme implementing linear waves only. 



The integration of a fully nonlinear numerical solution of gravity waves into 
the more general multi-physics framework characterizing the design of offshore 
wind turbines seems to be not yet a common practice. Figure 17 improves the 
scheme in Figure 1 6 by adding a fully nonlinear waves simulator. 
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Figure 17. Advanced simulation scheme capable of capturing both fatigue state of failure 
and ultimate limit states stemming from extreme wind-waves actions. 



The fully nonlinear wave model 

The hypotheses of an incompressible and inviscid fluid and irrotational flow allow 
the description of fully nonlinear water waves by means of a potential model. That 
is, at a fixed time t, the velocity field for each point belonging to the domain $7 (p, t) 
can be expressed through a velocity potential <f> (p, t) as follows 



v (p, t) 



>(p,t) Vp,ten(p,t) 



(6) 



One of the first contribution addressing the numerical solution of the above 
time depending Laplace's equation was due to Longuet-Higgins and Cokelet 
(1976) who introduced for the first time the Mixed Eulerian-Lagrangian (MEL) 
approach to describe such a free surface problem. Subsequently Dold (1992) 
proposed a new and time-effective procedure to integrate in time the dynamic and 
kinematic boundary conditions on the free surface. Excellent results are obtained 
dicretizing in space Eq. (6) by implementing the higher-order Boundary Element 
Method (BEM), see, Grilli et al. (1989), Grilli and Svedsen (1990), Nakayama 
(1983, 1990), Marino et al. (2010). 

As an example, the capability of boundary element method-based fully non- 
linear water waves simulator is shown in Figure 18 where a violent plunging 
breaker occurring during a storm is reproduced. Such an extreme storm is cha- 
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racterized by U i9 _ s = 31.69 m/s; H s — 11.5 m; , T P — 10.60 s, where [/19.5 is 50-year 
return period mean wind speed at 19.5 m above the sea level, // s is the significant 
wave height and T P the peak spectral period. 



: 



Figure 18.Boundary Element Method simulation of a plunging breaker. 
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Figure 19. The coupling of the three main models involved in the simulation scheme pro- 
posed in Figure 17. Wind: IEC Kaimal turbulence model; Waves: fully nonlinear Boundary 
Element Method coupled with an analytical impact model. 



A fully coupled model is idealized in Figure 1 9 where an extreme turbulent wind 
induces highly nonlinear sea waves (described by means of Boundary Element 
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Method model) which can break against the structure generating extremely dan- 
gerous impact loads computed by implementing the analytical model of Wienke and 
Oumeraci (2005). For further details on such a coupled model, refer to Marino et al. 
(2010). 

3 Design and Verification 

Only very recently (in 2007) R.C. towered structures for large wind turbines (>1.5 
MW) have been widely employed for the realization of high-production on-shore 
wind farms (up to 100 MW). The R.C. towers are usually made out by concrete 
elements (steel, high-resistance R.C. conically shaped segments) which are prefa- 
bricated and then erected and pre-stressed on-site. This particular technology, never 
used in Southern Europe before, has demanded an adjustment of the original design 
to the Italian codes. A deep analyses of the aeroelastic loads and wind loads are 
needed, while considering the coexistence of the seismic action (in earthquake prone 
areas). The study was carried out for different heights of the towers as well as for 
different kinds of the foundation blocks, which can be direct or pile sustained. The 
steel-concrete mixed system revealed consistent economic advantages with respect 
to the traditional steel-only system, even if particular care has to be taken into ac- 
count during the realization phase. 

3.1 The ENERCON E-82 

The turbine, each of the maximum power of 2MW, consisting of a block of rotor 
type (diameter of 82 meters) installed on top of wind tower. The hub height is 
78-138 m. In Italy such machines are supported by mixed steel pre-stressed R.C. 
towers (hub heights of 84 m and 98 m). The lower part of the tower (+0.000 until 
+57.390/+68.838 m) is made of pre-cast concrete segments, while the upper part 
(+57.390/+68.838 until +83.300/+97.100 m) is made of steel. The outer base di- 
ameter is 6.369 m (for the tower 84 m WTG) and 7.500 m (for the tower 98 m WTG) 
(see Figure 20). 
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STEEL PART 
2 segments: 
. 3m* 22.910m (84m WTG) 
3m* 25,232m (98m WTG) 
Top diameter: 2,00 m 



CONCRETE PART 
84m WTG 

■15 segments, up to 57, 390m 
■3 preassembled half segments 
■Outer base diameter: 6,369 m 

SSmWTG 

■13 segments, up to 68,838m 
■6 pre-assembled half segments 
■Outer base diameter 7,500 m 



Figure 20. A Typical 2MW wind turbine tower. 



Concrete tower is pre-stressed with 32 or 36 strands, depending on the perfor- 
mance requirements, anchored to the foundation crown at the base and to the first 
steel segment on the top. Segments are built with high strength concrete, from 
C45/55 up to C70/85. The material qualification follows the common rules as for the 
usual building construction, even if the production is prefabricated (and in quality 
control). 

The foundations are made by means of a monolithic concrete block. The circular 
foundation can be built in 3 different configurations: Direct foundations without 
buoyancy (diameter = 14.2 m); Direct foundations with buoyancy (diameter = 16.8 
m); Piled foundations (12 to 16 piles =1.0 = 1.2 m, foundations diameter = 15.6 to 
15.8 m). The foundations crown hosts also the anchorage devices for the 
pre-stressing system (see Figure 21). 




Figure 21. Foundations: a) Scheme of piled foundations; b) View of foundations. 
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3.2 FE Model 

Both supporting structure and foundation structure have been analysed by means of 
a FEM model (see Figure 22). 

The tower has been modeled by using beam elements with 6 degrees of freedom 
at each node. The FE model of the structure is implemented to check the natural 
frequencies of the tower and to evaluate the effects due to the seismic action. The 
eigenmodes are the same as in a cantilever beam. In general two FE models have 
been analyzed: the first one on elastic foundation while the second one on rigid 
restraint. In every case, the number of the eigenmodes which are considered in the 
analysis has to guarantee that the percentage of the excited mass is at least the 85% 
in every direction. With regards to the torsional effects due to the eccentricity of the 
rotor mass, the participating of mass is always high. As expected the differences 
between the model on rigid foundation and on elastic foundation are not so evident 
with respect to the internal forces. Anyway, as regards the evaluation of the seismic 
effects on the structure, the foundation is considered rigid, being this one on the safe 
side. Even if it is not required by the IEC 61400-1, the ratio between the frequency 
of the rotor and the frequency of the structure has been checked, in fact the following 
limetations are required by the German code DIBt: 

3 /«2_ < 095 3 Z«> 10 5 Z«l<o.95 (7) 

Jn Jr\ Jr\ 

Where f iu is the second frequency of the rotor, f T i and f l2 are the first and second 
frequency of the tower. 



TOWER 
MODEL 




Figure 22. Models FEM. 
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The foundations has been modeled by using beam elements in a 
three-dimensional configuration: 4 rings elements of different diameter and three 
radial beams. The basic constraints are different depending on the type of founda- 
tion: Winkler bed springs simulating the elasticity of the soil (for direct 
foundations); 12-16 joint springs simulating the vertical stiffness of the piled foun- 
dation. 

3.3 Actions on the structure 

The design and verification of the E-82 wind turbines structures (Towered support 
and Foundations) have been made according to the new Italian Code (D.M. 
14.01.2008) and the Euro Codes (where the Italian Code lacks of information). 
Structural analyses in Earthquake prone areas are needed to check the full com- 
pliance of dimensioning criteria and design loads with the National Codes. National 
specifications (standards) are needed for large wind turbines and their carrying 
structures. As an example, for the towers design in Italy, the recourse to the fol- 
lowing regulations has been needed: 

- IEC 61400-1 3rd Ed. :2005, Wind turbines - Part 1 : Design requirements; 

- DIBt, "Richtlinie fur Windenergieanlagen", 2004, Berlin; 

- D.M. 14.01.2008, Norme tecniche per le costruzioni; 

- Circ. 02.02.2009 n.617, Istruzioni per l'applicazione delle nuove norme tec- 
niche per le costruzioni; 

- Euro Codes (EC). 

The following elementary load conditions have been taken into account: self 
weight and permanent loads, imperfections due to the non-verticality of the tower, 
wind and seismic actions. 

Self weight and permanent loads. The self weight and the permanent loads due to 
equipment inside the tower and the rotor system were calculated through the nu- 
merical model. 

Imperfections due to the non-verticality of the tower. The analysis includes the 
effect due to non-verticality of the tower structure, which has been assumed as a 
deviation equal to 5 mm/m. In addition, one has to consider a deviation of the 
foundation structures equal to 40 mm in the base of foundations diameter. 

Wind action. The wind action (load of the rotor and distributed load along the 
tower) is modeled referring to a specific code (IEC 61400-1 :2005), being the Italian 
code D.M. 14.01.2008 not sufficiently detailed for such a structure. A comparison 
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between the two codes is then needed, in order to identify the Italian sites where the 
wind profile - calculated according to the IEC code - is not lower than the one 
calculated according to the Italian code. In any case the recourse to a local site 
condition assessment is always strictly necessary. For the 82m rotor blade tower 
design in Italy is strongly recommended a special consideration about the reference 
wind speed at hub height according to the IEC 61400, Italian code (D.M. 
14.01 .2008) and to the site wind report. According to these Codes, the wind velocity 
profile follows a log-law depending on the height on the terrain. The mean wind 
velocity at a height z depends on the terrain roughness and orography and on the 
basic wind velocity (see Figure 23). The peak wind velocity includes gust effects 
through the exposure factor. 
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Figure 23. Normal wind profile model for a sample site (IEC 61400; D.M. 14.01.2008). 



For example, if one considers a site in "Zone 3" set at 770 m above sea level with 
roughness class "D" and ct=l, the mean values for the wind speed at hub height of 
the E-82 WTGS (84.3m) are shown according to Table 3 below. 



Table 3. Average wind speed at hub height. 



V 



m(84.3) 



[m/s] 



D.M. 14.01.2008 

UNI EN 1991-1-4 

IEC 61400 (class II A) 



43.68 
43.68 
42.50 
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Following the values from Table III. 1, the design wind reference speed Vd must 
be greater than 43.68 m/s. In any case it is also necessary to refer to the wind report 
results, that are based on measurements on site through a reconstruction of the wind 
velocity field "VWR" in a given site. The evaluation of the topographic coefficient 
according to the various Codes is often not adequate to represent the win field in a 
specific site. For this reason it is strongly recommended that the wind turbine design 
wind speed will verify also that Vd > VWR. 

Seismic action. The seismic action is represented through the elastic response 
spectra and the design response spectra at the ultimate limit state. The seismic action 
on the tower has been described by the ground acceleration response spectra ac- 
cording to national Code (D.M. 14.01.2008). The national territory is classified with 
a micro zonation (see Figure 24) in which the spectral parameters (a g , F , Tc*) 
assume different values depending on the geographic coordinates of the reference 
site. They are given for a specific site (identified by latitude and longitude) for 
horizontal, rigid soil conditions. 
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Figure 24. Micro Zonation of the national site according to D.M. 14.01.2008. 



For the calculation of the seismic action, the first step consists in the identifica- 
tion of the three parameters (a g , F , Tc*) for the examined site. They are given for the 
10.751 nodes of the referring reticulum and for the islands. For different sites in- 
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terpolation is allowed. The second step aims the definition of the referring period of 
the structure, in order to compute - in the third step of the design procedure - the 
response spectrum of the seismic action. The latest one depends on the amplifica- 
tions due to the stratigraphic and topographic conditions of the site. The behavior 
factor for the wind turbines has been assumed to be q = 1.5 (inverted pendulum 
system). 

Assuming a specific site in high seismicity area, as in the south Italy, in the fol- 
lowing Figure 25 one can see the corresponding design spectrum for the horizontal 
component according to the D.M. 14.01.2008. 

| — Sd_HCF>[ 




Figure 25. Horizontal design response spectrum for a specific site in Italy. 



In conclusion, there are a certain number of wind condition, provided by the 
manufacturer and that one can substantially group as follows: 

- Wind IEC (with safety factor) - ULS conditions; 

- Wind IEC (without safely factor) - SLS characteristic conditions; 

- Wind IEC (without safety factor) - SLS frequent conditions; 

- Wind IEC (without safety factor) - SLS quasi-permanent conditions; 

- Wind Seismic = Wind load to be superposed to seismic action (for the ULS); 

while other 24 elementary load conditions are seismic conditions which are di- 
vided in three groups as follow: 

- Seismic_X = ±Ex±0.3*Ey±0.3*Ez; 

- Seismic_Y = ±Ey±0.3*Ex±0.3*Ez; 

- Seismic_Z = ±Ez±0.3*Ex±0.3*Ey; 

Where the Ex and Ey are the horizontal component of the design seismic spectrum, 
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and Ez is the vertical component. 

At last, the remaining tree conditions are: 

- PP = self weight of the tower and rotor system; 

- PERM = permanent loads; 

- AM = imperfections due to the non-verticality of the tower; 

Moreover the thermal effect has to be carefully considered for the design of 
transversal reinforcement in the concrete part of the tower. 

The elementary load conditions are combined by partial safety factors, according 
to the D.M. 14.01.2008 and the Euro Codes (UNI EN 1990 - 2006) (see Figure 26). 
The combinations of actions to be taken into account in the relevant design situations 
should be appropriate for the serviceability requirements and performance criteria 
being verified. 



ULS : / G1 G, + y G2 G 2 + y r P + y gi Q kl + y o ,y/ 0i Q ki 
SLS(R):G,+G 2 +P + Q kX+¥o ,Q ki 
SLS(F.) : G, + G 2 + P + ¥n Q kx + ¥li Q ki 
SLS(Q.p.):G l+ G 2 +P + ¥2i Q kl 

G; = permanent actions; 

Qki = variable actions; 

Ygj / Yqj = partial factor for actions 

Voi / Vh / ¥2i = factor for combination value of a variable action; 



(8) 
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Figure 26. Partial factors for actions of the tower. 



According to the D.M. 14.01.2008 and the Euro Codes, the earthquake and wind 
load are considered independently of each other, in fact, both standards has proved 
(for seismic combination): 
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ULS(E):G l+ G 2 +P +V , 2i Q M (9) 

— E = seismic load; 

- V2i = factor for combination value of a variable action (= for wind load); 

Moreover, since these structures are designed to be continuously subjected to the 
wind action, it is unsustainable to not include a combination of wind and earthquake 
loads. The IEC 61400-1 requires the overlap of the seismic action with a wind load 
obtained by assuming a loads during normal power production by averaging over 
the lifetime and considering even the eventuality of the system shutdown. 

According to the new Italian Code (D.M. 14.01.2008) and the Euro Codes, for 
the structures design refers to the method of limit states. 

3.4 Towered support Design - Concrete part 

The towered support design needs verifications of concrete part: ULS for nor- 
mal+bending actions and torsion+shear strength; SLS for stresses limitation (in 
concrete, pre-stressing cables and ordinary reinforcements); SLS for limit state of 
cracking and shrinkage and finally FLS (ultimate limit state of fatigue) in concrete 
and pre-stressing cables. In the following the verification on the main components of 
the concrete part of the towered support will be shown. 

Post-tensioned cables. There are immediate (cfr Eq. 10) and time-dependent losses 
(cfr Eq. 11). Immediate losses are due to friction and also caused by the devices 
displacements. Time-dependent losses are caused by concrete deformation (due to 
fluage and shrinkage) and steel relaxation. 

A/^^a-e-"'^) do) 

E 
£ c E p + 0.8Aa p , + -J- <p(t, t ) ■ a cQp 

AP mr = A p Av PiC+s+r = A p £ (1 1) 

i+-^-f \ x+ -r z l Ri+o.sKMo)] 

£,„ A K h J 



Concrete at ULS (N+M). Results of the design for bending and axial force are 
reported in the interaction diagrams N-M. The resistance domain of each of the 
sections examined is traced with reference to actual coordinate couples (N,M) 
obtained from the results (see Figure 27). They take into account differences in the 
cross-sections due to the openings in the first segment and in the middle segment. 
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N-M domain (base section} 
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Figure 27. Example for the resistance domain N-M (base section). 



Concrete at ULS (V+T). For shear and torsion verification, two different methods 
are followed: "Stress design" and "Resistant design". In the first case the check of 
the principal stresses in the concrete has to be performed and compared to the mean 
bending concrete tensile strength f ctm . The calculation is computed in four points (see 
Figure 28). A minimum amount of reinforcement for shear and torsion is also cal- 
culated. 




Figure 28. Four points of section verification (shear and torsion design). 



In the second case, the D.M. 14.01 .2008 requires the control of the ratio between 
the shear resistance and the design shear force resulting from the combinations of 
actions. For the shear resistance it is more appropriate to consider a small portion of 
the circular hollow section as defined in the Figure 29. 
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Figure 29. Shear resistant section. 



where the effective section depth d_t is calculated depending on the concrete 
thickness s of the section, as: 



( R.-s') 
d _t = 2-R j -sen{f j ) , /J=acos|— '■ — 



(12) 



Moreover a combination of the torsional and shear effects has ro be considered 
according to the following equation: 

T V 

^ + -^<1 (13) 

T V 

Where T ed and V e d are the torsional and shear force,while T Rcd and Vr cc i are the 
torsional and shear resistance. 

Concrete at SLS (Stresses limitation). The concrete design in the serviceability 
limit states includes the characteristic, the frequent and the quasi-permanent com- 
binations of actions. Concrete normal stresses are then calculated and compared to 
the limitations required by the codes: 

R.:a cc <0.6-f ck ,a ct ^f cm /l.2 

F.:a c <0 (14) 

Q.p.: a cc < 0.45 -f c , 

Under the rare combination of actions there is also a tensile stresses limitation in 
the pre-stressing reinforcement: 

R.:a p <mm(0J5-f p , k ;0.Z5-f pW ) (15) 
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Concrete at SLS (Limit state of cracking). The limit state of cracking requires the 
calculation of minimum reinforcement areas (cfr 7.3 EC2) and the calculation of 
cracks width (cfr 7.3 EC2 and cfr C4. 1.2.2.4.6 Circ. 2009). The first calculation, 
which aims the evaluation of the amount of transversal reinforcement due to cracks, 
takes into account of two phases: in the first one (after 4 days) cracks are induced by 
shrinkage effects, while in the second one (> 28 days) cracks are induced by servi- 
ceability loads. The calculation of the cracks width is mainly due to the temperature 
gradient. For the control of crack width, the limitation of the D.M. 14.01.2008 are 
more strict than EC2 one (see Figure 30). 
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Figure 30. Confrontation of limit crack width (EC2-D.M. 2008). 



Concrete at FLS (Limit state of fatigue). The design according to the ultimate 
limit states of fatigue in the concrete relies on the given values of bending moments 
under the assigned number of loads cycles. The total bending moment in the struc- 
tures is then given by the superposition of bending moments due to loads cycles and 
bending moments due to other acting loads, which do not cause fatigue in the 
structure. The fatigue design according to "CEB - FIP Model Code 1990: Design 
code" consists in the evaluation of the fatigue damage according to the 
Palmgren-Miner summation: 



(CEB-FIP Model Code cfr 2. 1. 7, 6. 7.4) D E 



jN{Aa t ) 



(16) 



Where n(Aa,) is the number of acting stress cycles at a given stress level and 
stress range; N(Aai) is the number of resisting stress cycle. 

There is also another control, which is required by UNI EN 1992-1-1: 2006, 
based on the calculation of normal stresses in the concrete: 



(EC2 cfr 6.8.7) 



£^+0.43^ 



R,„, <1 



(17) 
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The design of the pre-stressed reinforcement under fatigue loads is based on the 
evaluation of the fatigue damage according to the Palmgren-Miner summation with 
S-N curves for reinforcing steel (cfr 6.7.4 CEB - FIP Model Code 1990, cfr 6.8.4 
EC2). The control is needed at knots where the anchorage of the strands is located. 

Base concrete segment. The base segment needs a detailed analysis since there are 
openings for inspection and ventilation. It is modeled through two-dimensional shell 
finite elements in order to achieve a more detailed representation of the stresses 
distribution around the openings in the concrete surface (see Figure 31). 




Figure 31. Stresses distribution around the openings in the concrete shell: a) Membrane 
tensions (SI 1) b) Circumferential tensions (S22). 



This detailed analysis allowed the design of the minimum steel reinforcement to 
be put in the door lintel (see Figure 32). 




Figure 32. Steel reinforcement for the lintel of the door. 



332 



C. Borri et al. 



Transversal reinforcement in the concrete part. The amount of reinforcement 
(As aw) is the maximum value between: minimum area of reinforcement at the ULS 
for shear + torsional effect (wind and/or earthquake load) and for bending effect 
(temperature); minimum area of reinforcement for Code requirements; minimum 
area of reinforcement for shrinkage and cracking. The effects of wind, earthquake 
and temperature are combined by partial safety factors according to the D.M. 
14.01.2008 (As uls) (cfr Eq. 18), and then enveloped with the results of the Italian 
Code requirements (A s code ) and of the shrinkage and cracking effects (A s FLS ) (cfr 
Eq. 19): 



max (1.5- AT + 0.6Wind;l.5-0.6- AT +l-Wind) 



(18) 



A s_Em = ertVel °P e { A S _VLs\ A ,_cade'> A ,_FLs) ( 19 ) 



With these results we calculate the amount of transversal reinforcement in the 
concrete part. 

3.5 Towered support Design - Steel part 

The towered support design needs the verification even of the steel part: ULS for the 
internal actions (N+M+V+T) and buckling design; FLS (ultimate limit state of 
fatigue) for the bolted knots and ULS for the details. 

Below are the main verification for the steel part of the towered support: 



Steel at ULS (strength and buckling). The steel design strength at the ultimate 
limit states refers to D.M. 14.01.2008 and UNI EN 1993-1-1. The stresses calcula- 
tion in the shell is computed according to the theory of the global beam as in the 
lower and upper parts of the shell stiffening rings have been introduced. In the 
strength design the maximum stress is calculated according to Von Mises criteria: 



a 



'^< j (n,m) +3 ( t v +t t) 



(20) 



There are also horizontal bending moments given by the wind action, stressing 
the shell wall according to UNI EN 1993-3-2 (for the Chimneys). 

The buckling design, referring to steel shell structures (UNI EN 1993-1-6), 
takes into account of the meridional and circumferential normal stresses and of the 
shear ones as well: 



<1 



(21) 
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Steel at FLS (Limit state of fatigue). The steel fatigue failure is checked according 
to the Italian Code Circolare 02.02.2009 and to UNI EN 1993-1-9:2005. The fatigue 
design consists in the evaluation of the fatigue damage according to the 
Palmgren-Miner summation (cfr. Eq. 16). 

The fatigue strength for nominal stress ranges is represented by S-N curves 
which correspond to typical detail categories. Each detail category is designated by a 
number which represents the reference value for the fatigue strength at 2 million 
cycles (see Figure 33). 

The analyzed knots for the steel part of the tower are classified according to the 
Tables of the detail category in the Euro and Italian Codes. 



FATIGUE STRENGTH CURVES 
FOR DIRECT STRESS RANGE 
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Figure 33. Fatigue strength curves for direct stress range (S-N curves). 



Steel at ULS for the two details joints: The steel connections are located at 
+57.390/+68.84 m (tower 84/98 m WTG) and at +60,390/+71.84 m (tower 
84/98 m WTG) (see Figure 34). 
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Figure 34. View of the two details joints of the tower witch are calculated. 



The first one connects the concrete and the steel parts of the tower and the 
needed controls are: the verification of the contact pressure on concrete and 
the steel flange design for bending and torsional stresses. 
The second connection requires the verification of bolts for shear, traction, 
creep and fatigue. 



3.6 Foundations Design. 

According to D.M. 14.01.2008, for the foundations design the seismic actions to be 
taken into account should be considered as the design resistance of the overhanging 
elements but they need not exceed the action effects corresponding to the response 
of the structure under the seismic design situation inherent to the assumption of an 
elastic behaviour (q = 1). The design values on the foundations need also not exceed 
the action effects from the analysis of the design seismic action amplified with a 
overstrength factor y Rd , taken as being equal to 1 . 1 for the ductility class (CD) "B" 
and 1.3 for CD" A": 



R, 



E E {q = \) 



7m E e 



(22) 



In the above equation E E d is the design value of the seismic action effects on the 
foundations, R E d is the design resistance of the overhanging elements, E E (q=l) is the 
seismic action effect corresponding to the response spectrum with the elastic beha- 
viour, y R d is the overstrength factor, E E is the action effect from the analysis relative 
to the design seismic action. 

- The verifications of foundation elements (ring and radial) are: 

- ULS for normal + bending strength and shear strength; 

- SLS for stresses limitation (in concrete and ordinary reinforcements); 
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- SLS for limit state of cracking; 

- FLS (ultimate limit state of fatigue) in ordinary reinforcements; 

- Strut & Tie model for the verification of the console zone; 

- Load concentration for the piled foundations; 

- Concrete slab verification for the hydrostatic thrust in the direct foundation 
with buoyancy. 

Below are the verification for the main elements of the foundations. 

Ring n.2. The ring n. 2 is the more stressed element for ULS, SLS and FLS design 
of the foundation (see Figure 35). 




Figure 35. View of the section of foundation - Ring n. 2. 



At ULS, results of the design for bending and axial force are reported in the in- 
teraction diagrams N-M. With respect to the shear strength, both Eurocode and the 
D.M. 14.0 1 .2008 require a control based on the comparison between the shear force, 
resulting from the combinations of actions, and the design resistance shear witch is 
calculated in presence of transversal reinforcement. 

At SLS, the concrete design for the stresses limitation includes the characteristic, 
the frequent and the quasi-permanent combinations of actions. Concrete normal 
stresses are then calculated and compared to the limitations required by the Euro and 
Italian Codes (cfr Eq. 14). Under the rare combination of actions there is also a 
tensile stresses limitation in the reinforcement: 



R.:a s <Q.8-f, 



(23) 



The limit state of cracking requires the calculation of cracks width (cfr 7.3 EC2 
and cfr C4. 1.2.2.4. 6 Circ. 2009). For the control of crack width, the limitation of the 
D.M. 14.01.2008 are more strict than EC2 (see Figure 30). Under the frequent and 
the quasi-permanent combinations of actions, the limit of crack width (D.M. 2008) 
for the aggressive condition and ordinary reinforcement are: 
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F. : w d < w 1 = 03mm 
Q.p. :w d < w, = 0.2mm 



(24) 



The design according to the ultimate limit states of fatigue (FLS) is carried out in 
the section in which the phenomenon of fatigue produces the greatest effects, that is 
at the lower reinforcement of the ring 2. The design is performed on the given values 
of the bending moments depending on the number of loads cycles and on normal 
stresses due to other acting loads, which do not imply fatigue in the structure. The 
fatigue design according to UNI EN 1992-1-1 : 2006 and to CEB - FIP Model Code 
1990, consists in the evaluation of the fatigue damage following to the 
Palmgren-Miner summation with S-N curves for ordinary reinforcement steel (cfr 
Eq. 16). 

Ring n.l. In the ring n. 1 there is a stresses concentration in the contact area be- 
tween tower and the foundation (see Figure 36). 
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Figure 36. View of the section of foundation -Ring n. 1. 



As regards to the design of the ring n. 1 it is possible to consider the Strut & Tie 
model for the verification of the strength of the lower and upper reinforcement (see 
Figure 37). These verification is made according to Euro Codes (EC 2) and to Italian 
Code (Circolare 02.02.2009). 
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Slrut & Tie Model 



Section B 
Section A 




SIT sections A and $ - Upper reinforcement S&T sections A and B - Lower reinforcement 

Figure 37. Strut & Tie model for the lower and upper reinforcement of the ring n. 1 . 



Even for the ring n. 1 one has to check the fatigue limit state design (FLS) fol- 
lowing the UNI EN 1992-1-1: 2006 and CEB-FIP Model Code 1990 requirements 
for the ordinary reinforcement (cfr Eq. 16). 

Ring n.4. For the piled foundations there is a stresses concentration in the contact 
area between the foundation and the pile in the ring n. 4. (see Figure 38). 



RING 1 RING 2 




Figure 38. View of the section of foundation - Ring n. 4. 



According to UNI EN 1992-1-1: 2006 the stress concentration at the interface 
between pile and foundation has to be checked. 

3.7 Soil - structure Interaction 

The FE tower model has been analyzed in two configurations: the first one with a 
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perfect restraint at the base (joint fully restraint), while the second one with an elastic 
spring at the base (joint springs), simulating the elasticity of the system 
soil-foundation (see Figure 39). 

The shallow and piled foundations are modeled by springs representing the soil 
behavior in the first case and the pile group behavior in the second one. The springs 
are located in a node at the interface level between the foundation and the soil. This 
node is rigidly connected to the basis of the tower. It means that the circular foun- 
dation ring is considered as rigid. 



Rigid bond Elastic bond 



±| ^ 



H 



Figure 39. Basic constraints in the FE model of the tower. 



The analysis of the direct foundation has been made by a finite elements model 
by using, as basic constraints, the winkler bed springs representing the behaviour of 
the soil (see Figure 40). The values for the springs of the direct foundation is variable 
and it depends on the characteristic of the soil: 



r =3000 + 21000/yv//« 3 



(25) 



The FE model of the piled foundation has as many joint springs as the number of 
piles supporting the structure (see Figure 40). The values for the springs of the paled 
foundation is also variable depending on the characteristics of the soil: 
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The Winkler bed springs 12-16 poles = 12-16 joint springs 

Figure 40. Basic constraints for the FE model of direct and piled foundations. 



It is important to note that elastic springs have to be considered as not resistant to 
traction forces in the case of shallow foundation. This will allow to correctly 
represent the loss of contact between the foundation and the soil during extreme 
actions. 

4 Technology & Construction 

In the present chapter the main phases of the mixed steel and prestressed concrete 
towers construction will be shown and discussed. The installation of such a type of 
structure can be divided in four subsequent phases: 

- realization of the foundation system; 

- pre-assembling of the base segments at the ground level; 

- assembling of the concrete part of the tower (including the first 3 m steel 
segment and prestressing phase); 

- erection of the 25 meters steel section and of the rotor. 



4.1 Foundations 

The concrete foundation system can be installed on a group of piles or directly on a 
poor concrete layer casted on a regularized soil surface In the first case the number 
of the piles can vary from 12 to 16 (see Figure 41). 
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Figure 41. Foundation piles a) and basement reinforcement b). 



After the realization of the group of piles the lean concrete layer is casted and 
then is possible to start with the assembling of the basement reinforcement as shown 
in Figure IV. lb. The concrete casting for the basement has to be done in one time in 
order to prevent the cracking induced by a differential shrinkage. The final result for 
the basement is shown in Figure 42 before to start the lateral backfilling. 




Figure 42. Foundation block before lateral backfilling. 



4.2 Tower construction 

Once completed the foundation it is possible to start the tower erection. This process 
is divided in three phases: the first one is related to the base segments assembling 
(see Figure 43a), the second one consist in the erection and positioning of the con- 
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crete segments (see Figure 43b and Figure 44a) until the first steel one and in the 
prestressing procedure, while in the last one the final steel segment and the hub with 
the rotor will be installed. 




Figure 43. Pre-assembling of the base segments. 



The concrete segments can be fixed together by means of a special mortar with 
high tensile strength in order to guarantee the stability of the tower until the pre- 
stressing procedure has completed. Prestressing cables are introduced in the 
concrete thickness from the top of the tower (see Figure 44b) where the dead an- 
chorage has to be placed. The active anchorage and hence the prestressing procedure 
has to be performed inside the foundation block. 




a)^^^^^^^^M b)l 
Figure 44. Installation of a concrete segment a) and of the 3m steel segment b). 
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Once the prestressing procedure has been completed, the cables injection has to 
be immediately done and then we can proceed to the third phase which can be 
completed in three times. In the first one the 25 m steel segment is bolted to the 
lower part of the tower (see Figure 45). 




Figure 45. Installation of the 25m steel segment. 



In the second one the whole nacelle, made by the machine house and the power 
generator, has to be installed and bolted to the top flange of the tower (see Figure 
46a). Finally the rotor has to be assembled at ground level and then uplifted in front 
of the power generator (see Figure 46b). 




a)-^^^^^^^H b)l 

Figure 46. Installation of the nacelle a) and of the rotor b). 
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4.3 Logistics 

The installation of a mixed steel and prestressed concrete tower put in evidence 
some difficulties that have to faced and well planned before the starting of the 
building site. 




Figure 47. Installation of the nacelle a) and of the rotor b). 



In effect a lot of spaces have to be found on site in order to stock the huge 
amount of material mainly represented by the concrete segment, which have to be 
positioned, if possible, around the tower to be built (see Figure 47). 




Figure 48. Installation of the nacelle a) and of the rotor b). 



Moreover it is important to make the building site roads easily accessible by the 
trucks bringing the blades, the steel segments and any other material exceeding the 
standard dimensions. In effect a lot of this material is coming by ship and once in the 
harbor area it has to arrive on site as soonest as possible. This means to arrange a lot 
of free areas, of thousands of square meters, where to leave the material. 
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Another important aspect to be taken into account is the in site movement of the 
cranes like the one shown in Figure 48b, which are made of several framed segments 
and having a total length of more than hundred meters. In effect as many towers can 
be erected at the same time, it is necessary to find some places where to place the 
lattice segments constituting the cranes that have to erect the upper part of the tower, 
including the nacelle and the rotor. 

In conclusion the building site activities have to be planned with a sufficient 
margin of time before the starting of works because the optimization of the subse- 
quent phases on site can lead to a great reduction of the costs and of the overall 
working time. 

5 Monitoring & Testing techniques 

Non-intrusive and remote monitoring techniques and sensing are nowadays well 
developed and increasingly adopted in the sector of dynamic identification of large 
structures, industrial plants, monumental buildings as well as in cultural heritage 
masterpieces in order to preserve the integrity of the analysed system as well as to 
save its safety and resistance. In addition to these advantages, the time and costs of 
the measurement campaigns are definitely competitive and therefore widely ac- 
cepted and employed. 



5.1 Dynamic Identification by a Radar Interferometric Sensor 

In this first section, a brief description of the used instrument is reported. It is able to 
perform a non-contact detection and measurement of the deformations of the 
structure under test. It works remotely offering a great improvement over conven- 
tional techniques regarding installation and operation simplicity. 

Measurement of Dynamic Characteristics of Structures. The estimation of 
dynamic characteristics of industrial/architectonic structures is based on the mea- 
surement of the oscillations induced by artificial (hydraulic jacks, percussions, etc.) 
or environmentally induced (wind, vehicular traffic, etc.) causes on the structure 
itself. 

Currently, the mostly employed technique is based on the use of a set of acce- 
lerometers installed on the structure. They are only able to detect the acceleration at 
installation points in one or more directions. 

However, in a lot of situations, this method can result in a complex implemen- 
tation as it is necessary to install the sensors directly on the structure, often in 
unreachable places, and then to collect the information using a transmission cabled 
network. 
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All these operations can become very cumbersome especially in the case of 
structures with limited accessibility (for example towers or chimneys). Furthermore 
in some cases, the structures need to be shut down (out of service). 

The radar interferometric sensor (interferometer). The used prototype of inter- 
ferometric sensor (see Figure 49) is a portable device (weight 12 Kg) which is 
temporarily installed, over a tripod, near the structure under test. The compact size 
and the decomposability of the main components are important features that enables 
the instrument to be a true portable equipment. Its physical aspect is very similar to a 
camcorder but it is able to image the scenario and to measure the radial displace- 
ments of all the object located in its view cone. 




Figure 49. Prototype of the interferometric sensor. 



The instrument is power supplied by a battery pack which enables the user to 
operate continuously for a maximum of 5 - 6 hours. The system is controlled by 
software installed in a regular notebook whose hard disk is used to store all the 
acquired data. The instrument is connected to the notebook through a USB 2.0 link. 

System performances depend on the selected configuration but on the operating 
conditions too. However, generally speaking, the instrument can be used to measure 
displacements of objects within a maximum distance of 2km, with an high accuracy 
(better than 0.1mm) and a selectable sampling frequency between 10Hz and 100 

Instrumental set-up. In order to detect the dynamic behavior of different sections 
of a whole structure, the instrument is temporarily installed near it in such a way that 
all the interesting zones of the structure itself are visible and different parts appear 
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from the interferometer at different distances. An installation scheme, used in case of 
vertical structures, is reported in Figure 50. 




Figure 50. Positioning of the interferometric sensor. 



The correct instrument positioning lies on the determining its optimal distance h 
from the structure under test. It depends on the structure effective dimension and the 
angular aperture y of the view cone (13° in this case). 

If general information on oscillation frequencies of a structure are only needed, 
the distance parameter is only important in order to obtain a good S/N. The structure 
can be measured from great distance but, in this case, no correct displacement 
measurement is achievable. This is what one refers to as "Landscape measurement" 
mode. 



Performing measurements. The measurement is usually performed installing the 
instrument, as described before. After its configuration and set-up, the measurement 
is started recording the raw data in the hard disk of notebook. 

During the measurement time, which technically has no temporal limit, the in- 
strument acquires continuously the structural deformations with the configured 
sampling frequency. Being a continuous acquisition, all the acquired data will 
contain the deformations information of all the measurement cycle. 

During processing time, the displacements of all horizontal sections of the 
structure are calculated. A section is distinguished from the others in function of its 
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distance from the instrument with the system resolution (about 40cm). Depending 
on the structure dimension it is so possible to obtain a large number of measurement 
points. These points can be considered as virtual sensors installed on the structure 
itself from which it is possible to obtain the desired displacements information. 

Therefore, it is possible to perform subsequent processing able to reconstruct the 
temporal evolution of the structural deformation map or calculate the oscillation 
spectrum of all the sections. In case of landscape measurements, the structure is 
visible as a single point from which it is possible to obtain the oscillation spectrum 
only. 

5.2 A typical measurement campaign 

The measurement results reported in this document are related to the wind genera- 
tors of a wind farm located in East Calabria, Southern Italy (a set of 8 towers out of 
48; height at hub: 98m; 2 MW and 82m rotor turbines). A picture of a typical wind 
turbine is shown in Figure 5 1 . 




Figure 51. A 2 MW wind turbine (98m height, 82m). 



Description and Purpose of the Measurements. The measurements on the wind 
generators of the above set were mainly aimed to identify the natural oscillation 
frequency of the towers and their modal shapes. 
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Each measurement was performed using an interferometric sensor and lasted for 
about 20 -T- 30 minutes. The sensor has recorded all the displacement map of the 
towers, in digital form, on a notebook hard disk. The towers displacements were 
excited by the natural wind and/or by using a "startup/emergency stop" sequence of 
the turbine of the towers (see Table 4). The emergency stop command was normally 
given once the rotor has reached a speed of 8 -*- 18 rpm. 



Table 4. Radar tests load conditions. 



Tower 
Code 



Measurement Number 



Excitation 



CR01 

CR02 
CR03 

CR04 
CR05 

CR06 
N06 

N07 



Wind + Startup/Emergency 

Stop 

Wind Only 

Wind + Startup/Emergency 

Stop 

Wind Only 

Wind + Startup/Emergency 

Stop 

Wind Only 

Wind Only 

Wind + Startup/Emergency 

Stop 



All towers of the above set of the site have been measured; half of the towers 
were measured by using both the startup/emergency stop sequence and the wind 
excitation, while the second half were tested by the natural wind excitation only. A 
landscape mode was not employed here. 



Processing of data. All data recorded on the notebook hard disk have been 
processed in order to extract the oscillation spectrum of the towers and theirs modal 
shapes. All identification data are documented (tower numbering, measurement 
date, wind conditions, turbine rotor conditions, sampling frequency and a picture of 
the monitored tower) as well as all measurements results (accelerations spectrum of 
the oscillations and a list of the main oscillation frequencies detected). 

The spectrum of oscillations of each tower has been calculated using a time span, 
of the total measurement time, selected in an interference free / high oscillation 
conditions (the movements of the turbines, which were rotating freely, are an ex- 
ample of measurements interference). The oscillations were caused by a sudden 



Large Wind Turbines in Earthquake Areas 349 

braking during the exercise of the turbine. For any tower, a given and suitable time 
period (window) for the spectral analysis has been selected, which was not the same 
for all the towers. 

However, this was always greater than 1 00 sec, in order to obtain a frequency 
resolution higher than 0.01Hz and a very low noise level. It has been considered that 
performing a spectral analysis over a greater time period was not necessary, as the 
obtained frequency resolution can considered suitable for the scope of this report. 
The main frequencies, listed by analyzing the spectral function diagram, have been 
obtained by looking at all the maxima and discarding all peaks lower than 5% of the 
greatest value. 

The main oscillation modes of the towers are obtained through a FDD method 
(Frequency Domain Decomposition). To apply this method, a selected number of 
target points, spread over a vertical line (generatrix) of tower, are selected. For each 
one of the targets, the FFD (Fast Fourier Transform) of the recorded displacements 
(over the same time span) is computed. Then, for any frequency, the 
cross-correlation matrix is computed and decomposed by using the SVD (Singular 
Value Decomposition) process. This decomposition gives single values as well as 
their vectors: the first ones represent the spectral response of the various oscillation 
modes, while the second ones deliver the associated modal shape. 
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